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two new 
prosthetic aids of major 
importance in your 


mractice 


THE TRUBYTE Bioformy 
MOULD GUIDE 


You'll want this new Trubyte Bioform Mould 
Guide for a number of reasons — but mostly 
for the great convenience it provides to the 
busy practitioner. It will enable you to quickly 
and accurately select teeth for your full and 
partial dentures. It will save you time and 
money in resets and remakes. Here in one 
attractive case are all the available upper and 
lower anterior moulds of Trubyte Bioform 
Teeth, with complete information on dimen- 
sions and articulations. 


THE TRUBYTE Bioformy 


SHADE SELECTOR ASSORTMENT 


Here is the easy and practical way to select shades for 
full and partial dentures. It practically eliminates the 
resets, remakes and disappointments that often follow 
selection with a single shade guide tooth. Why not try 
this practical prosthetic aid today. It contains 1 x 6 of 
the twelve shades of the Trubyre Bioform Natural 
Tooth Color System — the only fully correlated s 

which offers a full range of selection f 
complexions. 
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These golds meet all your inlay needs 


DEEONE Type “A” Casting Gold of 65 Brinell hardness. 
Soft Used where a soft inlay gold is indicated, espe- 
cially for gingival and one surface inlays. 


DEETWO Type “B” Inlay Gold of 100 to 105 Brinell 
Medium hardness. The right alloy for average inlays, 
bridge abutments and cast bridge work. 


DEESIX Type “C” Inlay Gold of 128 to 189 Brinell 
Herd hardness. Heat treats readily. Excellent for 
carmichaels, 3/4 crowns, cast crowns, M.O.D. 

and cast bridges. 


You can count on the same fine working and serviceable 
properties in these DEE GOLDS every time, because scien- 
tific control of production assures unvarying uniformity. 
If you have not used DEE GOLDS, may we suggest you 
try them. They meet the A.D.A. specifications and we're 
confident you will find them very satisfactory. 


HANDY & HARMAN 


DEE PRODUCTS GENERAL OFFICES & PLANT 
1900 WEST KINZIE STREET - CHICAGO 22,18iL. 
TORONTO 28, ONTARIO, 141 JOUN ST. + LOS ANGELES 63, CALIF. 3625 MEDFORD ST. 
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FOR THE A.D. A, 


Stimulating experiences await you in colorful Miami. There will be all the features 
of a full-scale scientific session of the American Dental Association essays, exhibits, 
symposia, motion pictures, panel discussions, projected clinics... . . reports on all that’s new in dentistry, plus 
fascinating entertainment. Excellent accommodations in leading hotels in both Miami and 
Miami Beach are available for you at bargain rates. Bring your family for a well-deserved vacation 
or if you prefer, just relaxing under the sun! 
You will long remember the A.D.A. session in Miami! 


MAKE RESERVATIONS NOW! «use orriciat APPLICATION FORM ON PAGE A-19) 


2 
\ 
\ 

\ 
\ \ 2 

{Ss e 
f 
% 10a fle 


-EXODONTIA SUTU 


ETHICON 


fxopontia suTuaes 
CaTeuTooe us? 


4 
: 
: 
: 
: 
: 


of the 4th dimension. **** The Tesseract 
(cubes) and is bounded by 8 cubes, 4 
squares, 32 lines and 16 points." 
—~ 
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and 40 patients per day, one hour of waiting 
time” . . Hingeon, Y. J. Dent 


ty, etl del, 


,000; 


A-5 
. The fourth dimension, or time, 
essential to preferred local 
anesthesia, especially as related 
waiting period between injection and onset of anesthesia. 
loride (Astra), anesthesia is so rapid in 
@nset,’ that minutes of “waiting 
was his opinion (the Dean of the Dental 
_ College at Stockholm) that this rapidity of 
ry = “onset saved each dentist who saw between 12 
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U.S.Dollar, 
Steele’s Facings and Tru- 
pontic teeth (in New Hue 
shades) are at their best 
when backed by GOLD. 


Wherever possible always use Steele’s cot-rac 
backings when restoring anterior teeth with Steele’s 
Facings or Trupontics in New Hue shades. The 
gold labial face of these backings preserves the 
original New Hue shades - making shade matching 
casier and insuring best esthetics. 


Steele's GoL-FAC backings have the same physical properties 
and mechanical advantages as the standard Steele's P. G. 
backings, and are therefore adapted to the same technics. 
Note: In casting to any Steele’s backing always use a pro- 
fective type of investment (Steel’s Super Investment). 


The Columbus Dental 
Manufacturing Co. 


COLUMBUS 6, OHIO 
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Have you tried the Ei 


test 
on your denture patients? 


It might prove an eye-opener... to examine 
your dentures six months after your patients 
have been using them —cleaning them... 

Cleaning—ah, there’s the rub! Because if 
they've been rubbing too hard, with abrasive 
cleansers and harsh brushes, what had been 
a thing of beauty may now well be a cause 
for professional dismay. 

Instruct your patients in the Polident 
gentle “soak-and-rinse’’ method — the 
method that floats away debris, removes 
stains, and destroys odors, without in- 
jury to delicately fitted ridges and high 
polish. Let Polident help your patients 
pass the “‘six-months-after” test with 
sparkling clean dentures. 


Generous supply of office samples 
free on request 
HUDSON PRODUCTS, JERSEY CITY 2, W.J. 
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If you're concerned 1. When you retire — at what- 


: nail ever age you choose — the plan 
about providing for a rovides a unique arrangement 
worry-free old age you'll or coavertiag some 0 your 
‘ investments and savings into life- 
want to know about } time annuity income with all 

the Professional Man’s its benefits. 
Pension Plan. Here 2. You, as a dentist, can now 

are some of its 


have on an individual basis many 
unusual features — 


of the special benefits available 
through the pension plans of 
especially valuable for business and industry. 
dentists because your 
earnings depend on 
personal services. 


3. Investments and savings 
under this plan will yield a larger 
guaranteed life income at retire- 
ment than is possible under 
methods not using the annuity 
principle. 

MEM O 4. The income is guaranteed for 
life — thus eliminating the prob- 
lem of investment loss in retire- 
ment years. 


5. You have pension-planning 
assistance at your service, just as 
business and industry have. 


6. Although it may be years 
before you retire, you protect 
yourself against any possible 
increase in annuity or pension 
costs. 


You'll surely be interested in 
more details on this plan, 
devised especially for profes- 
sional men. Our booklet about 
it will be sent without obliga- 
tion on your part. Why ¥ 
not send for it today? HARTFORD , 

Pioneers in Pension Planning 


LIFE INSURANCE COMPANY 


THE CONNECTICUT MUTUAL LIFE INSURANCE COMPANY 
HARTFORD, CONNECTICUT AD-1 


Please send me, without cost or obligation, your book- 
let “The Professional Man's Pension Plan.” 
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Alloy is a smooth-working 
amalgam that polishes to a 
hard, brilliant finish. He e, 
you'll find every quality you 

_ could order for dense, durable 
amalgam fillings—with excel-_ 
lent, uniform results every. 


PROVED ALLO MERCURY 
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Pay 
a WTOGRAPHYY 
LLOY 


—the scientifically designed tip, for 
interdental hygiene 


Designed after intensive consultation 

with leading periodontists and general 

practitioners .. . and two years’ research 

svgion koe for a rubber of high quality to provide 

° proper balance of flexibility and stiff- 

ness .. . Py-co-tip is preferred today by 

: more dentists than any other brush- 
affixed stimulator. 


PYCOPE, INC., JERSEY CITY 2, 


\ For Py-co-tip and the brush 


. of choice, specify... 


SPy-co-pay 


TOOTHBRUSH 
RECOMMENDED BY MORE DENTISTS 
| THAN ANY OTHER TOOTHBRUSH 
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MEDIUM FUSING 
® EASY TO CAST 


You couldn't select a more efficient all-purpose casting gold than 
Baker 75. it is comparatively low fusing and very easy to cast. 
Contains the highest gold and platinum content possible and 
still have its beautiful rich gold color and required physical prop- 
erties. If more gold were added, strength and hardness would 
diminish; more platinum would lighten its beautiful, rich color. 

lt softens and hardens with heat treatment and is used for 
inlays, abutments, dummies and all types of bridge work. Where 
a lighter gold color or a higher fusing alloy is required, use 
Chicago 4. Where quality platinum color is demanded use Baker 
14%. Where economy with quality is demanded in a Gold color, 
use Unicast—for the same in Platinum Color, use Super Oralium. 


5 


850 PASSAIC AVENUE + EAST NEWARK, NEW JERSEY 
NEW YORK CITY CHICAGO SAN FRANCISCO 
30 Church Street 55 Washington 760 Market 
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A GREAT NEW 


- 


GOMCO No. 796 
CABINET 
ASPIRATOR 


Gomco is proud to introduce 

this new addition to a fine old 

family. Here, for the practi- 

tioner who demands the last 

word in convenience, quality 

and beauty in an aspirator — is the 

new Gomco No. 796. That efficient, 

whisper-quiet Gomco motor-and- 

pump unit is fully enclosed. Inside 

shelves and the drawer give extra storage space. There 

is extra working space on top. And the unit glides 

easily on ball bearing casters. Your dealer will 
be happy to show you the many advantages of 

GOM 


this lifetime aspirator. 


CO SURGICAL MANUFACTURING CORP. 
824-D E. Ferry Street, Buffalo, New York 
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Just “Pull-A-Tab’’—you’re ready to develop 


No fumbling or struggling with this 
handy “Pull-A-Tab” packet! Pull back 
the tab, slide out the inner lining, and 
there’s your film. Easy on fingernails and 
faster when you're racking a full-mouth 
series. Convenient when you’re in a hurry 
for a wet reading. 

All four popular types of Du Pont 
Dental X-ray Film come in the “Pull-A- 
Tab” packet. Its green tab identifies the 
tongue-side of the film at a glance. Cor- 


ners are rounded for patient comfort and, 
of course, the packet is completely saliva- 
proof —sealed by heat instead of with 
sticky glue. 

Specify Du Pont Dental X-ray Film— 
the film in the “Pull-A-Tab” packet — the 
next time you order. E. I. du Pont de 
Nemours & Co. (Inc.), Photo Products 
Department, Wilmington 98, Delaware. 
In Canada: Du Pont Company of Canada 
Limited, Montreal. 


“ANDY TAB" says— 


“Here's an 
easy way to 
remove tough 
scale from de- 
veloper tanks. 
Run a little 
cold water into the tank and 
add to it 1% oz. of 30% hy- 
drochloric acid for every gal- 


lon of tank capacity. Fill with 
warm water and let stand for 
at least half an hour. Drain 
and completely rinse with 
fresh water. Scale just can't 
take that kind of treatment. 


“You'll find the Du Pont 


ort 


( DU PONT DENTAL ) 
X-RAY PRODUCTS 


BETTER THINGS FOR BETTER LIVING 
THROUGH CHEMISTRY 


2496 Nemours Bidg 
Wilmington 98, Deloware 


Dorkrooms. 


Nome 
Street 
City 
Stote 


E. |. du Pont de Nemours & Co. (inc.} 


Piease send me the free Ou Pont Guide for Den.al X-ray 


‘Guide for Dental X-ray 
Darkrooms’ is filled with 
helpful information about 
films, exposures and process- 
ing—plus a handy chart to 
help find the causes of un- 
satisfactory results. It's a bg 
help—and it’s free! Mail this 
coupon to get your copy.” 
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Save on price 


Save on performance 


Specially priced 3 dozen iots 
Save up to 37 cents per bur by purchasing S. $. White Carbide 
3 burs in quantities of 36 and up. All popular forms and sizes for 
7 latch type angles, straight handpieces and taper shank angles. 
4 


THE s. S. WHITE 
j 


White Carbide Burs 


Superior head design and construction, increasing cutting speed, length of life, 
minimizing breakage. Greater blade space gives deeper cuts without clog- 
ging. Made of tungsten carbide for top efficiency in cutting tooth structure. 


Do the work of SO St ass 
ee! Burs 
DENTAL ™ 


AUREOMYCIN, AN AID TO, NOT A SUBSTITUTE FOR, GOOD DENTISTRY 


wt 
potent antibiotic for a variety of oral infections 
a against many Species of both Gram-positive and Gram-negative 4 
Prove d more agents, 
; . surgeons in a variety of oral an 1 dental infections. It is available 
iB not only in capsule form for systemic use, but also in forms 
especially developed for use in dentistry. These products may be 
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Recent advances in operative dentistry 


for children 


Ralph L. Ireland, D.D.S., M.S., Lincoln, Neb. 


A review of articles on operative technics 
that can be used with children which 
have been written during the past ten 
years reveals that most authors consider 
silver amalgam as the filling material of 
choice for restorations in deciduous teeth. 
The authors also agree that a modified 
type of cavity preparation should be em- 
ployed for these teeth. Because of dif- 
ferent training and teaching backgrounds 
as well as differing individual experiences 
and philosophies, however, complete 
agreement does not exist as to the manner 
in which the cavity preparations should be 
modified in order to compensate for the 
inherent anatomic variations in de- 
ciduous teeth, and at the same time to 
enhance the qualities of the silver 
amalgam restoration. 

This is especially true with regard to 
the Class II cavity preparation. Nu- 
merous methods for the preparation of 
such cavities in deciduous teeth have 
been reported in the literature, as well as 
a variety of suggestions and admonish- 


ments with regard to the depth, width, 
shape and form which the cavity prepara- 
tion should assume.'* It is little wonder 
that many dentists find themselves in a 
dilemma as to which preparation they 
should employ. 

The 1951 report of a committee ap- 
pointed by the American Academy of 
Pedodontics to study the principles of 
proximoocclusal cavity preparations for 
deciduous molar teeth, and the research 
projects which have been conducted at 
various dental schools during the past few 
years have done much to solve the prob- 
lem and place the Class II cavity prepara- 
tion for deciduous teeth on a more 


Presented belore the Midwinter Meeting 
cago Dental Society, February 8, 1954 

Professor of pedodontics, © ege of Dentistry, Uni 
versity of Nebraska. 

|. Brow w.e Jr. A 
preperation of class Il cavities for ame gem fillings mn 
deciduous molars. J.A.D.A. 38:417 April 1949 

2. treland, R. L. Operative technics for the tooth and 
the child. J.A.D.A. 32:1083 Sept. 1945 

3. Sweet, C. A. Cavity preperation in deciduous 
teeth. J.A.0.A. 38:423 April 1949. 
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scientific foundation. In this connection, 
the results of two research projects which 
were completed recently by graduate 
students in pedodontics at the University 
of Nebraska, College of Dentistry, are 
worthy of mention.*:* 

Both were qualitative studies, and the 
results mean nothing so far as quantita- 
tive measurements are concerned. The 
investigations were undertaken to de- 
termine which, if any, of the principles 
tested would be of aid in increasing the 
resistance of the restoration to fracture 
and reducing the stresses in the restora- 
tion. 

In both studies materials were used 
which are unlike those found in human 
teeth. It was believed that the materials 
which were used were not as important 
as the factor that all principles should be 
tested under identical conditions. 

Although these studies were concerned 
primarily with the Class II cavity 
preparations in deciduous teeth, the re- 
sults are applicable to cavities prepared 
in permanent teeth. 


RELATION OF CAVITY FORM TO 
FRACTURE OF RESTORATION 


The first project was designed to test 
and evaluate the various Class II cavity 
forms and mechanical principles which 
had been suggested in order to determine 
which principle or combination of prin- 
ciples would be the most beneficial to 
include in such a cavity prepared for a 
silver amalgam restoration. 

There were certain principles of the 
Class II cavity preparation for deciduous 
teeth which had been advocated and ac- 
cepted by a majority of writers, teachers 
and practitioners. Therefore, it was de- 
cided that these principles should be in- 
cluded in all of the cavity preparations 
tested. These basic principles were: (1 ) 
The pulpal and axial walls should be 
established in dentin, and they can pene- 
trate safely from the enamel surface to a 


depth of 1 mm.; (2) the buccal and 
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lingual walls of the proximal box should 
flare sufficiently so that the proximo- 
buccal and proximolingual cavosurface 
margins are in self-cleansing areas but 
maintain, if possible, a 90 degree cavo- 
surface angle; (3) the depth of the 
gingival wall should be established just 
below the level of the free gingival tissue ; 
(4) the buccal and lingual walls of the 
proximal box portion of the cavity should 
converge slightly as they approach the 
occlusal surface, and (5) the angles 
formed by the meeting of the buccal and 
gingival walls and the lingual and gingi- 
val walls of the proximal box should be 
gently rounded. 

In addition to these principles which 
were included in all of the cavity prepara- 
tions, the following principles and varia- 
tions in form were tested: 


1. An occlusal step, dovetail in out- 
line with a narrow isthmus. 


In the test specimens the occlusal step 
extended across two-thirds of the oc- 
clusal surface. The width of the isthmus 
was approximately one sixth the bucco- 
lingual dimension of the crown. 


2. An occlusal step, dovetail in out- 
line, with a wide isthmus. 


In the test specimens the occlusal step 
extended across two thirds of the occlu- 
sal surface. The width of the isthmus was 
approximately one fourth the bucco- 
lingual diameter of the crown. 


3. A square pulpoaxial line angle. 
The pulpal and axial walls met at ap- 
proximately a 90 degree angle. 


4. A rounded pulpoaxial line angle. 
The pulpoaxial line angle was gently 
rounded. 


4. Lampshire, —. L. The relation of cavity form to 
failure of compound silver amalgam restorations in 
primary teeth. Unpublished thesis, University of 
Nebraska Library, | 

5. Haskins, R. C. A study of stress pattern variations 
in class I! cavity restorations as a result of different 
cavity designs. Unpublished thesis, University of 
Nebraska Library, 1903. 
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». A flat pulpal wall. 
The pulpal wall was flat in the test 
specimens. 


6. A rounded and sloping pulpal wall. 


In the test specimens the pulpal wall 
was rounded ; however, the rounded por- 
tion did not extend along the entire 
pulpal wall. The shallow curve, which 
started in the middle of the pulpal wall 
approximately two thirds the distance 
from the pulpoaxial line angle to the 
distalmost part of the occlusal step, was 
gradually increased to full depth and 
width at the pulpoaxial line angle. The 
full depth of the curve (midpoint of the 
pulpoaxial line angle) was equal to one 
half the diameter of a no. 8 round bur 
(1 mm.). The width of the curve at the 
pulpoaxial line angle was 2 mm. 


7. A gingival retention groove. 

A round U-shaped groove was pre- 
pared in the test specimens which ex- 
tended along the gingivoaxial line angle. 
The width and depth of the groove was 
one half the diameter of a no. 2 round 
bur. The gingival retention groove has 
been referred to as a U groove by some 
writers. 


8. Side retention grooves. 


The side retention grooves used in 
the study were rounded U-shaped grooves 
which began at the gingivoaxiobuccal 
and gingivoaxiolingual point angles and 
extended upward along the buccoaxial 
and linguoaxial line angles to the enamel 
surface. The grooves were made one half 
the depth and width of a no. 702 bur. 


PREPARATION OF MODELS 


A master model of a mandibular second 
deciduous molar was carved (twice G. V. 
Black’s measurements). Two models of 
dental stone were reproduced from a 
rubber mold of the master model. A 
mesioocclusal cavity was prepared in each 
model tooth. Both cavity preparations 
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were similar in that they were prepared 
to a depth of 2 mm., had flat pulpal walls, 
square pulpoaxial line angles with all of 
the basic principles previously mentioned. 
The cavity preparations were different in 
that one was prepared with a narrow 
isthmus (later referred to as basic 
preparation A), while the other cavity 
was prepared with a wide isthmus (later 
referred to as basic preparation B). 

A rubber mold was made of each of 
the model teeth in which the basic cavity 
preparations had been prepared. Nine 
wax models were prepared from each 
rubber mold and the 18 wax models cast 
in brass. This operation produced 9 brass 
teeth with basic cavity preparation A 
and 9 brass teeth with basic cavity 
preparation B. A_ gingival retention 
groove (previously described) was cut in 
6 of the brass teeth (3 in basic A models 
and 3 in basic B models), and side reten- 
tion grooves (previously described) were 
added to another group of 6 brass teeth 
(3 in basic A models and 3 in basic B 
moeels). The cavity preparations in the 
6 remaining brass teeth (3 of basic A and 
3 of basic B) were not changed. 


TESTS 


In order that each principle could be 
tested individually and in combination 
with ether principles, the 18 brass teeth 
were divided into two groups for three 
series of tests. The 9 brass teeth with the 
narrow occlusal isthmus (basic prepara- 
tion A) were placed in Group | and the 
remaining 9 brass teeth with the wide 
occlusal isthmus (basic preparation B) 
were placed in Group 2. The 18 brass 
teeth which were used for the tests in 
Series I were also used for the tests in 
Series II and Series III. Prior to the 
testing of Series II, however, the cavity 
preparations were changed by rounding 
the pulpoaxial line angle, and before 
testing Series III the cavity preparations 
were further changed by rounding and 
sloping the pulpal wall. This arrange- 
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ment provided three brass teeth for each 
cavity form tested. 

The cavities in the nine brass teeth 
(Group |-Series |) were filled with silver 
amalgam, allowed to harden for 48 hours 
and then tested. When each restoration 
fractured, the number registered on the 
meter attached to the tester was recorded. 
The silver amalgam which remained in 
the brass teeth was then drilled and 
chipped carefully out of the cavities. 
The procedure was repeated four times, 
making five tests for the group. As 
previously mentioned, there were three 
brass models for each principle tested; 
thus, each principle was tested 15 times. 
Similar tests were also made for each 
group in the three series for a total of 
270 tests. 

An analysis of the principles tested re- 
vealed that: 


1. An occlusal step with a wide 
isthmus provided an 81 per cent increase 
in the resistance of the restoration to 
fracture over the occlusal step with a 
narrow isthmus. 


2. The rounding and sloping of the 
pulpal wall increased the resistance to 
fracture of the silver amalgam restoration 
236 per cent in those cavities with a nar- 
row occlusal isthmus and 136 per cent in 
those cavities with a wide occlusal 
isthmus. 


3. The addition of buccoaxial and 
linguoaxial side grooves to the cavity 
preparation with a narrow occlusal 
isthmus increased the resistance to frac- 
ture of the silver amalgam restoration 408 
per cent, while in the cavity preparation 
with a wide occlusal isthmus there was 
an increase of 304 per cent. 


4. If the pulpoaxial line angle was 
rounded, the resistance of the restoration 
to fracture was increased 44 per cent 
when the preparation had a narrow oc- 
clusal isthmus, and an increase of 12 per 
cent was registered when there was a 
wide occlusal isthmus. 
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5. The addition of the gingival reten- 


tion groove did not increase appreciably 
the resistance of the restoration to frac- 
ture. 


6. When the basic cavity preparation 
A with a narrow occlusal isthmus, a flat 
pulpal wall and a 90 degree pulpoaxial 
line angle was compared to basic cavity 
preparation B with a wide occlusal 
isthmus, side retention grooves, a rounded 
and sloping pulpal wall and rounded 
pulpoaxial line angle, there was, in the 
case of the latter, an increase in the re- 
sistance to fracture of 4,414 per cent. 


It should be mentioned that these per- 
centages do not reflect the stress created 
in the restoration. Different loads would, 
of course, change the percentages. In the 
superior cavity preparation, regardless of 
the load, a greater number of applica- 
tions of stress would be required before 
the material would fail. 


STUDY OF STRESSES DEVELOPED 
IN THE RESTORATION 


The second project® was a photoelastic 
study to determine what effect various 
cavity designs would have on the stress 
pattern variations in the restoration. Be- 
cause it would be difficult to study photo- 
elastic models in three dimensions, it was 
decided to study first several principles 
which could be seen in a mesiodistal cross 
section of a tooth. A study of buccolingual 
cross sections is now in progress, Catalyn, 
a clear, colorless, phenoformaldehyde 
resin which is optically sensitive was the 
photoelastic material used in the study. 

A detailed description of this investi- 
gation will be published later and only a 
brief account of the study will be pre- 
sented in this paper. 


INVESTIGATION 


Mesiodistal cross sections of restorations 
placed in Class II cavity preparations with 
flat pulpal walls, flat axial walls, rounded 


and sloping pulpal walls, rounded and 
sloping axial walls, square pulpoaxial line 
angles, rounded pulpoaxial line angles, 
shallow occlusal steps and deep occlusal 
steps were reproduced in Catalyn and 
studied in various combinations. Each 
principle was studied eight different 
times. 

When each Catalyn model was pre- 
pared, it was placed immediately on the 
platform of the loading frame in the 
polariscope and tested with a load of 
165.5 pounds. The load was applied first 
on the mesial pit and then on the crest 
of the triangular ridge just distal to the 
mesial pit. 

When the Catalyn models were sub- 
jected to stress, the fringe orders were 
counted at three different points: (1) on 
the pulpal wall just distal to the pulpo- 
axial line angle; (2) at the pulpoaxial 
line angle, and (3) on the axial wall 
slightly to the gingival of the pulpoaxial 
line angle. 


RESULTS 


The results of this investigation showed 
that: 


1. There was less concentration of 
stress and thus a better distribution of 
stress in those restorations placed in 
cavity preparations which allowed for a 
greater depth of filling material (deep 
occlusal step and rounded pulpal wall). 


2. The rounding and sloping of the 
axial wall did not reduce stress con- 
sistently in the restoration. 


3. The point of load application had 
a definite bearing on the stress patterns 
induced in the restoration. The farther 
away from the pulpal, axial and gingival 
cavity walls that the load was applied, 
the less was the stress around these cavity 
walls. 


4. The slight rounding of the pulpo- 
axial line angle had little effect in re- 
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ducing stress in the restoration regardless 
of the point of load application. 


5. There was a considerable reduction 
of stress when the pulpal wall of the 
cavity was rounded and sloped. 


RECOMMENDATIONS FOR 
CAVITY PREPARATIONS 


The results of these two studies show that 
if certain mechanical principles are in- 
corporated in the Class II cavity prepara- 
tion, they can alter significantly the re- 
sistance of the silver amalgam restoration 
to fracture and affect the stress pattern 
produced in the restoration. These studies 
also show that when many of these prin- 
ciples were incorporated in the same 
cavity design, the silver amalgam restora- 
tion reached its greatest efficiency in re- 
sisting fracture (illustration). Therefore, 
in addition to the basic principles referred 
to at the beginning of this paper, the 
following principles also may be recom- 
mended for the Class II cavity prepara- 
tion for deciduous teeth: 


Wide Occlusal Isthmus * The width of 
the isthmus connecting the occlusal dove- 
tail and proximal box should be approxi- 
mately one fourth the buccolingual 
diameter of the tooth. 


Rounded and Sloping Pulpal Wall + 
Both studies indicated that a rounded and 
sloping pulpal wall was most desirable. 
The noticeable reduction of stress ob- 
served when the pulpal wall of the cavity 
preparation was rounded and sloped as 
compared with that observed with the 
horizontal pulpal wall is due, no doubt, 
to the fact that rounding and sloping the 
pulpal wall provides for a greater thick- 
ness of filling material and a better dis- 
tribution of stress at a point where it is 


vitally needed. 


Rounded Pulpoaxial Line Angle + Both 
studies indicated that a slight rounding 
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Left; Outline form of occlusal step in Class II cavity preparation. Right: 


Proximal box portion of preparation 


of the pulpoaxial line angle, in itself, did 
not significantly increase the resistance 
of the restoration to fracture or reduce 
the stresses in the restoration. This prin- 


ciple is recommended, however, because 
it does provide for a slight increase in 
the thickness of the filling material and 
because there is more concentration of 
stress around an acute angle. 


Proximal Retention Grooves * Retention 
grooves, which begin at the gingivoaxio- 
buccal and gingivoaxiolingual point 
angles and extend upward in dentin 
along the buccoaxial and linguoaxial line 
angles to the dentinoenamel junction 
contribute considerably to the resistance 
of the silver amalgam restoration to frac- 
ture and to the retention of the restora- 
tion against occlusal stresses. 


Gingival Retention Groove + Although 
the gingival retention groove increased 
only slightly the resistance of the silver 
amalgam restoration to fracture, never- 
theless, it may be used. The groove should 
be placed along the gingivoaxial line 
angle and, if used, will connect the two 
proximal grooves making a U-shaped 
retention groove. 


SUMMARY 


1. Some of the commonly advocated 
principles concerning the depth, width, 
shape and form of Class II prepared 
cavities in deciduous teeth were tested to 
determine which principles or combina- 
tion of principles would be the most de- 
sirable to include in the Class II cavity 
prepared for a silver amalgam restora- 
tion. 

2. The results of these tests indicated 
that a wide occlusal isthmus, a rounded 
and sloping pulpal wall and proximal 
retention grooves were the most effective 
in increasing the resistance of the silver 
amalgam restoration to fracture, while a 
rounded pulpoaxial line angle and a 
gingival retention groove were less effec- 
tive. The maximum resistance to fracture 
was produced when all of these five prin- 
ciples were combined in the same cavity 
preparation. 

3. A photoelastic study to determine 
the stress patterns which are induced in 
the restoration as a result of different 
cavity designs also indicates that several 
of the principles outlined herein should 
be included in the Class II cavity prepara- 
tion for deciduous teeth. 
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Reattachment of vestibular mucosa as an aid 


in periodontal therapy 


James M. Stewart, D.D.S., West Palm Beach, Fla. 


The controversy regarding the relative 
effectiveness of gingivectomy as opposed 
to subgingival curettement has persisted 
for many years. Fortunately, many investi- 
gators have begun to use histopathologic 
studies to support opinions which are 
originally based on clinical observations. 
As a result, specific indications for each 
type of treatment have been developed. 
It is the intent of this paper to present 
another factor which must be taken into 
consideration when planning periodontal 
therapy. 

Goldman' has adequately presented 
the rationale for curettement of the rela- 
tively shallow gingival periodontal pocket 
in which the soft tissue is soft, red, and 
edematous. Gingivectomy, in his opinion, 
is the treatment of choice in those in- 
stances in which the pocket is of moder- 
ate to extreme depth or in which the 
pocket has a firm, fibrous soft tissue wall. 
Such a classification for purposes of treat- 
ment is satisfactory, provided that the 
bottom of the pocket lies occlusally from 
the area of insertion of the connective 
tissue fibers from the lips or cheek. 

In the majority of individuals,’ the 
marginal gingiva projects above the al- 
veolar gingiva from 1 to several milli- 
meters. The firm attached alveolar gin- 
giva forms a band along the alveolar 
process which varies in width from sev- 
eral millimeters to 5 mm. The vestibu- 
lar mucosa fuses into the margin of the 
alveolar mucosa, with the junction clearly 


shown both by the different character of 
the tissue and the insertion of the con- 
nective tissue fibers into the periosteum. 
The line of attachment is somewhat irreg- 
ular with the greatest variation produced 
by the attachment of the frenums. In most 
individuals, a certain amount of alveolar 
mucosa lies between the attachment of 
the frenums and the marginal gingiva 
(Fig. 1, 2). An exception to this is seen 
when a diastema is present in the region 
of attachment of the upper labial frenum. 
In such instances, the connective tissue 
fibers from the frenum often pass across 
the alveolar process to be inserted in the 
incisive papilla. Occasionally a similar 
situation may be seen in the lower ante- 
rior region. 

As gingival recession occurs, regard- 
less of the cause, the width of the band 
of alveolar gingiva decreases. If the band 
of alveolar gingiva is congenitally rela- 
tively narrow, an otherwise physiologic 
gingival crevice may become pathologic 
by virtue of the location of the bottom 
of the pocket below the attachment of 
the vestibular mucosa. In such an in- 
stance, with every movement of the lip 
or cheek, as the case may be, the gingi- 
val crevice is opened because of the di- 
rect pull from the inserting fibers (Fig. 3). 


t. Goldman, H. M. Periodontia, ed. 2. St. Lowis, C. 
V. Mosby Co., 1949 

2. Orban, Balint. Histology and physiology of the 
gingiva. J.A.D.A. 44:625 June 1952. 
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GINGIVAL MARGIN 
FREE GINGIVAL 


Seen: During clinical examination, movement 
: si of the marginal gingiva can be seen 
when the lip is retracted and the frenum 
or vestibular mucosa depressed. This ab- 
normal attachment results in localized 


food impaction in the pocket, irritation, 
inflammation and edema. Proliferation 
of the crevicular epithelium follows, with 
subsequent deep pocket formation of lo- 


a calized periodontitis.’ Such areas are ex- 
rae tremely difficult for the patient to clean 
: a. because of the mobility of the tissue and 
. its relative increase in sensitivity. 

b In other instances, even though the 
— width of the attached alveolar mucosa 


appears adequate, the bottom of a deep 
pocket may lie apically in relation to the 
attachment of the vestibular mucosa. If 
gingivectomy were performed to elimi- 


GINGIVAL MARGIN 
MARGINAL GINGIVA 
(FREE GINGIVA) 


ATTACHED GINGIVA 
(ALVEOLAR GINGIVA) 


MUCO-GING. JUNCTION 


VESTIBULAR MUCOSA 
(ALVEOLAR MUCOSA) 


Fig. 2 * Sagittal section in lower anterior 
region (after Orban) 
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INTERDENTAL PAPILLA 
MARGINAL GINGIVA 
(FREE GINGIVA) 


& ATTACHED GINGIVA 
GINGIVA) 


GROOVE 
muco-Gine. JUNCTION 
FRENUM VESTIBULAR MUCOSA 
(ALVEOLAR MUCOSA) 


Fig. 1 * Frontal view of lower anterior region (after Orban) 


nate the pocket, the resulting margin 
would be continuous with the vestibular 
mucosa and would be a definite food trap. 
Then subgingival curettement would be 
considered as treatment if the gingival 
margin were to be maintained occlusally 
from the attachment of the vestibular 
mucosa. The results of the treatment 
would be temporary, however, since the 
entire pocket wall would still be attached 
directly to a mobile tissue. 

The solution to the problem of assur- 
ing the presence of a band of nonmov- 
able tissue between the gingival margin 
and the vestibular mucosa appears to lie 
in the creation of a new point of inser- 


3. Robinson, H. B. G. Pathology and classification of 
periodontal diseases. North-West Den. 29:47 Jan. 1950. 


Fig. 3 * Frontal view of lower anterior region 
showing insertion of labial frenum and vestib- 
ular mucosa directly into marginal gingiva 
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tion for the connective tissue fibers. Al- 
though the classical frenectomy* was not 
intended as an aid in periodontal pocket 
management, the principle back of that 
procedure can be adapted to cover the 
problem under discussion, Kazanjian® 
proposed an operation for artificially al- 
tering the line of attachment of the ves- 
tibular mucosa in edentulous patients for 
the purpose of increasing the ridge 
height. A modification of these proce- 
dures has been utilized to adjust the at- 
tachment of the vestibular mucosa and 
frenums as an aid in the management of 
periodontal pockets. 


OPERATIVE PROCEDURE 


Anesthesia is secured for reattachment 
of the vestibular mucosa and frenums by 
the infiltration of an appropriate local 
anesthetic agent into the submucosa ad- 
jacent to the area to be incised. A small 
volume of solution which is capable of 
producing anesthesia of the mucosa, sub- 
mucosa and periosteum for a short period 
is desired. Block anesthesia rarely is in- 
dicated except in instances in which sur- 
gery is to be performed on deeper struc- 
tures. The addition of a vasoconstrictor 
to the anesthetic solution aids in the con- 
trol of hemorrhage. 

With the lip or cheek retracted, an in- 
cision is made through the mucosa only, 
paralleling the ridge and as far away 
from the ridge as it is desired to lower 
the point of final attachment (Fig. 4, 
above). The incision should be only as 
long as is needed to provide continuity 
of the band of nonmovable tissue. If the 
incision is too deep, there will be con- 
siderable capillary bleeding. The mucosa 
adjacent to the ridge should be sepa- 
rated from the underlying connective 
tissue by blunt dissection. As soon as the 
periosteum is encountered, the connec- 
tive tissue is separated and the periosteum 
is left intact. The separation should be 
carried as far apically as it is intended 
that the final area of attachment of the 
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vestibular mucosa should be placed. A 
mattress suture should be placed near 
the margin of the flap at the center (Fig. 
4, below). It should pass through the flap, 
into the periosteum at the apical limit 
of the wound and back through the flap 
(Fig. 5, above). A very small (no. 4) 
half-circle, taper-point, atraumatic nee- 
dle with 0000 plain gut is preferred. If 
silk or nylon is used, the sutures must be 
removed after a few days. If the gut is 
used, they may be left to dissolve and 
further attention is unnecessary. An ad- 
ditional interrupted suture should be 
placed at each end of the incision (Fig. 
5, below). These are best placed by pass- 
ing through the surface of the periosteum 
first and then out through the mucosa. 
The suture is then tied. The wound 
should be covered with 3 per cent chlor- 
tetracycline (Aureomycin) ointment be- 
fore saliva is permitted in the field. 

If other periodontal surgery for man- 
agement of adjacent lesions is to be per- 
formed, the “clean” phase of the vestibu- 
lar surgery should be completed and the 
ointment placed in the wound before 
work is begun in the septic pocket areas. 
If this latter work would necessic2ie 
much manipulation of the lip, it is well 
to complete the periodontal surgery first, 
and then with a different set of instru- 
ments and after a new preparation of the 
operative site, new packs and a second 
hand scrub, the reattachment of the 
mucosa may be performed. 

Postoperative caré is directed toward 
prevention of secondary infection by the 
daily application of chlortetracycline 
ointment and the prevention of the for- 
mation of adhesions. If the mentalis mus- 
cle is active, there is a great tendency for 
bands of fibrin to form across the wound. 
These should be dissected free during the 
first few postoperative days in order to 


4. Teme, Kurt. Oral surgery. St. Louis, C. V. Mosby 
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5. Kazanjian, V. H. Sur 
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Fig. 4 + Above: Sagittal section before surgery 
Showing proposed site for incision and dissec- 
tion at A. Below: Placement of first suture 
after dissection has been completed 


permit ingrowth of the epithelium from 
the wound margins. The surface should 
be completely epithelized at the end of 
two weeks and the healing clinically com- 
pleted by the third week. 


MANAGEMENT OF LESION 


Soft-tissue pockets are present in the 
majority of these cases. Usually they are 


Fig. 5 + Above: Sagittal section showing suture 
placed through flap and into periosteum at A. 
Below: Frontal view showing placement of 
sutures at A, B and C 


best treated by curettement rather than 
by gingivectomy. As a preliminary to the 
operative procedure, it is well to elimi- 
nate areas of local infection by a thor- 
ough scaling which is performed at a 
preceding appointment. At the time of 
the vestibular surgery, the curettement of 
the soft-tissue pocket may be completed 
and a suitable dressing applied. Cuspids 
and other prominent teeth about which 
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Fig. 6 + Left: Preoperative view of vestibular mucosa and labial frenum in 20 year old man. 
Right: Same patient, three weeks later 


Fig. 7 * Left: Preoperative view; 20 year old man. Papilla between central incisors moved 
with tension on lip and vestibule. Right: Same patient, two weeks later 


Fig. 8 + Left: Preoperative view; 34 year old man. Right: Same patient about two weeks later 
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Fig. 9 * Preoperative view; 13 year old boy. Right: Same patient about two weeks later 


ulatrophy and soft-tissue pocket forma- 
tion has occurred to the degree that the 
band of alveolar gingiva is no longer 
present constitute ideal instances for 
combined vestibular and periodontal sur- 
gery. 


RESULTS OF SUCCESSFUL 
REATTACH MENT 


After healing has taken place, the mar- 
ginal gingiva is no longer irritated by 
every lip movement. The gingival crev- 
ice is left undisturbed and the gingival 
margin may be placed in a more physio- 


logic position (Fig. 6-9). The patient 


Preventive Medicine * Preventive 


medicine 


should be more comfortable when incis- 
ing food since the material is not directed 
into the gingival crevice or interproximal 
space. Most obvious is the ease with 
which the patient is able to clean the 
area and the absence of trauma. 


SUMMARY 


Certain complications are caused by an 
abnormal attachment of the frenum and 
localized absence of the alveolar mucosa 
in association with periodontal lesions. A 
suitable operative technic has been de- 
veloped to correct the condition. 


1005 Harvey Building 


“The medicine of the future’—is an 


essential part of the national health program as the free world mobilizes its resources to 
meet the threat of international communism. If we use public health and preventive medicine 
to reduce sickness and accidents with the same effectiveness that we now use clinical medicine 
to cure the sick and injured, American physicians will conserve the nation’s physical strength 
at a time when weakness is an invitation to disaster. 
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‘Treatment of trigeminal neuralgia by a new 


decompression operation 


David Cleveland, M.D., Milwaukee 


Trigeminal neuralgia, or tic douloureux, 
a disease of unknown etiology, has been 
known to the dental and medical profes- 
sions since at least the thirteenth century. 
The symptoms of trigeminal neuralgia 
were described in 1776 by a London 
physician John Fothergill' in a mono- 
graph entitled “Of a Painful Affection of 
the Face.” His description, which has not 
been improved, is as follows: 


This affection seems to be peculiar to per- 
sons advancing in years and to women more 
than to men. I never met with it in anyone 
under forty, but after this period no age is 
exempt from it... . The pain comes suddenly 
and is excruciating; it lasts but a short time, 
perhaps a quarter or half a minute, and then 
goes off; it returns at irregular intervals, 
sometimes in half an hour, sometimes there 
are two or three repetitions in a few minutes. 

. . » Eating will bring it on some persons. 
Talking, or the least motion of the muscles of 
the face affects others; the gentlest touch of a 
hand or a handkerchief will sometimes bring 
on the pain, whilst a strong pressure on the 
part has no effect. 

It differs from the toothache essentially in 
many respects. It affects some who, from age, 
have few or no teeth remaining. 


The cause or pathogenesis of this pain- 
ful entity is not known. It seldom occurs 
before the age of 40 and is most common in 
people of the seventh and eighth decades 
of life, many of whom have hypertension. 
It occurs also in individuals with normal! 
blood pressure or hypotension. It has 


been thought to be due to dental caries, 
but it often occurs in patients with en- 
tirely sound teeth. Infection as a cause 
has never been proved. Patrick* and Pas- 
kind® noted its relatively frequent occur- 
rence in connection with migraine, but 
this connection is considered of question- 
able significance. Dandy* and Sjéqvist® 
noted that in a small percentage of cases 
there were tumors compressing the pos- 
terior root ganglion. Fothergill’s original 
thought that this condition might have 
been caused by carcinoma has not been 
borne out. 

More recently, amelioration of the 
symptoms by decompression of the nerve 
root has suggested that compression of 
the nerve root or disturbance of the cir- 
culation of blood or spinal fluid at the 
ganglion might be an etiologic factor. 
Microscopic examination of the sensory 
root, gasserian ganglion and its peripheral 
roots has not revealed significant patho- 
logic changes. 


Fothergill, John. Of a 

fac Medica! Classics 5:100. 

2. Patrick, Hugh T. The symptomatology of trifacial 
neuralgia. J.A.M.A. 62:1519 May 164, 1914 

3. Paskind, H. A. Relationship of migraine, epilepsy 
and some other neuropsychiatric disorders. Arch 
Neurol. & Psychiat. 32:45 July 1934 

4. Dandy, W. E. Treatment of trigeminal neuralgia 
by cerebellar route. Ann. Surg. 96:787 Oct. 1932 

S Eine neve Operationsmethode 
Trigeminusneuralqie; Durchschneidung des 
spinalis trigemini. Zentralbl. f. Neurochir, 
1938. 
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Because the etiology of this disease re- 
mains unknown and the pain is similar 
to that of sudden toothache, patients 
suffering from it are inclined to consider 
the last incident relating to the face, jaw 
or teeth responsible for the onset of the 
pain. Consequently, the dental work is 
often blamed for the production of symp- 
toms not related to it. There is no evi- 
dence of any relationship between dental 
caries, dental repair or tooth removal 
with trigeminal neuralgia. In regard to 
this point, whereas the removal of all 
foci of infection, including unhealthy 
teeth, is indicated in the treatment of 
trigeminal neuralgia, healthy teeth should 
not be removed. 

The pain of trigeminal neuralgia is 
sudden, lightninglike in character, usually 
coming on without warning as a sharp, 
jabbing or electric-like pain, most often 
affecting the second and third divisions 
of the trigeminal nerve and less frequently 
the first, or ophthalmic, division. There 
is in nearly every instance a trigger zone, 
commonly at the angle of the nose or 
mouth or inside the mouth, stimulation 
of which excites the pain, which is in- 
stantaneous in character and never ach- 
ing or lasting. The series of jabs may be 
close together, however, and fecl almost 
as a continuous pain. 

Patients will protect the face from 
movement and will talk or chew on one 
side of the face. They will seldom touch 
the face, but merely point to the site of 
pain. Occasionally, however, they will 
rub the painful region violently. Drink- 
ing, eating, talking, chewing, washing the 
face or even the blowing of a brecze 
across the region may incite the pain. At 
times, the patient will starve and dehy- 
drate himself rather than risk starting the 
pain. The spasmodic, paroxysmal char- 
acter of the pain has led some to describe 
it as epileptiform in character. 

Trigeminal neuralgia should be differ- 
entiated from glossopharyngeal neuralgia, 
which is similar but which involves the 
throat in the region of the tonsillar fauces 


instead of the dermatomes of the trigem- 
inal nerve. Glossopharyngeal neuralgia 
is incited by eating or drinking or by any 
stimulation to the region of the tonsillar 
fauces. Cocainization of this region will 
stop or prevent the pain promptly. Tu- 
mors compressing the gasserian ganglion 
or its posterior root may produce trigem- 
inal pain, but in this case the pain is 
usually aching and long-lasting rather 
than sharp and lightninglike. Further- 
more, pain due to ganglion and tumor 
pressure is frequently associated with loss 
of sensation, whereas trigeminal neuralgia 
is not. Deep, boring pain of sphenopala- 
tine ganglion neuralgia is burning and 
aching in character and is aggravated by 
extreme temperature, such as that of cold 
or hot foods and fluids. Another type of 
pain to be differentiated is that of atypi- 
cal neuralgia, the cause of which is not 
known, in which the pain is constant and 
aching and not of a paroxysmal nature; 
there is usually no trigger zone for this 
type of pain. 


TREATMENT 


Medical treatment has proved entirely 
unsatisfactory. Dulling of the sensorium 
has been accomplished by heavy seda- 
tion, but the pain persists even when the 
strongest drugs are used. Endocrine and 
hormone therapy have been of no avail. 

In the last two years, occasional reports 
have been appearing in the literature of 
relief of the pain after the use of vitamin 
B, or B,, in large doses. Ramlow* was 
among the first to use vitamin B, in dos- 
ages measuring from 500 to 1,500 mg. 
daily; he claimed success with this treat- 
ment. Fields and Hoff" reported decided 
relief after intramuscular injection of | 
mg. of vitamin B,, daily for ten days. 
This medication, however, has not given 
the same results when administered by 


4. Ramiow, L. Personal communication. 

7. Fields, W. S., and Hoff, H. E. Relief of pain in 
trigeminal neuralgia by crystalline vitamin Bis. 
Neurology 2:13! March-April 1952. 
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others. The author has used both vitamin 
B, and vitamin B,, in massive doses with 
little alteration or alleviation of the symp- 
toms. The expense of this medication is 
such that unless satisfactory results are 
obtained, its use is not warranted. 

Surgical or chemical destruction of 
peripheral portions of the trigeminal 
nerve has been followed by temporary 
relief, but no method has yet been dis- 
covered by which removal or destruction 
of any portion of the trigeminal nerves 
peripheral to the ganglion will prevent 
regeneration and recurrence of the pain 
in a usually more severe form. The nerves 
have been avulsed from the foramen of 
the exit from the skull and the foramen 
plugged with various materials, and yet 
the nerve has regenerated. Rose*"' re- 
ported in 1890 that removal of the gang- 
lion was necessary for cure of the pain. 

Rose, Andrews,'* Hartley,’* Krause,'* 
Cushing’® and others removed the gang- 
lion through the base of the skull or 
through large temporal flaps, but these 
procedures were accompanied by ex- 
tremely high mortality and morbidity 
rates. In 1901, Frazier’® divided the sen- 
sory root between the ganglion and the 
pons. This is the operation that has stood 
the test of time. 

In various modifications and refine- 
ments of this technic and in the present 
technic, subtotal and definitive divisions 
of the sensory root can be performed 
safely without disturbance of the motor 
root. In operations of this type performed 
by the author, the mortality rate has been 
less than 1 per cent. One patient did 
not awaken from the thiopental sodium 
anesthesia although the operation was 
considered atraumatic and in no sense 
difficult. The cause of death was not de- 
termined. A second patient died immedi- 
ately after the injection of procaine hy- 
drochloride into the skin for local anes- 
thesia before the incision had been made. 
This death was considered as caused by 
the procaine hydrochloride. There have 
been no deaths in the last 200 cases. 
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Since 1947, all operations have been 
carried out in the ganglion. In accord- 
ance with this the nerve oF 
nerves that are to be sectioned are picked 
up with a nerve hook at the point of exit 
from the ganglion and are teased back- 
ward through the ganglion toward the 
posterior root, where the fibers are divided 
at the junction of the ganglion and the 
posterior root. By this method, it is rela- 
tively easy to preserve the motor root and 
perform an accurate differential section. 
In four cases, the second division only 
was divided, and the first and third di- 
visions were left intact. This procedure 
was followed because in those cases it 
was considered important not to have a 
generalized facial anesthesia. 

Procaine hydrochloride and alcohol 
blocks of the second and third divisions 
have been performed successfully in a 
number of cases, but in each instance of 
this treatment the patient is warned that 
the pain will recur within 12 to 24 
months, that subsequent injections will 
give relief of shorter successful duration 
and that finally surgery will be necessary 
to obtain relief. The author is of the 
opinion that the injections are far more 
painful and more dangerous than the 
operation and that if successful they have 
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the same temporary physiologic result. 
Therefore, there is no definite reason 
why an injection should be performed in 
preference to surgical section. Dandy de- 
scribed and advocated the posterior ap- 
proach for section of the posterior root, 
and Sjéqvist described a medullary tract- 
otomy ; but neither procedure has gained 
popular usage. 

In 1952 the neurosurgical world was 
somewhat startled by the announcement 
of Taarnhoj*’ that he had accomplished 
a cure of trigeminal neuralgia in ten pa- 
tients by decompression of the posterior 
root. Later, Love'* announced at least 
temporary relief of pain by this method 
in 17 cases. Baker’® and Gardner® also 
have had success with this procedure. 
The mechanism by which pain is relieved 
in this operation is not understood. That 
the nerve may be excited to pain by com- 
pression has been stated previously, but 
that all trigeminal pain may be due to 
nerve root pressure is not considered ten- 
able. It does seem to be a fact, however, 
that patients are obtaining relief from 
the pain without the accompanying anes- 
thesia which is disturbing to many, at 
least for a period of time. 

The operation described by Taarnhoj 
consists of approaching the ganglion in- 
tradurally and opening wide the sheath 
of the ganglion. This method is beset 
with the danger of operative hemorrhage. 
The author has modified the operation 
to one he considers safer, easier and less 
likely to cause hemorrhage. The stand- 
ard approach to the ganglion as de- 
scribed by Frazier is used, and then the 
dural sheath to the ganglion is opened 
back to the dural fold. The dura under 
the temporal lobe is opened at this point, 
a hemostat or clips are applied to the 
dural fold and petrous sinus, and this 
fold is divided. Not only is this modifica- 
tion considered safer, but it is thought 
to be less traumatic to the temporal lobe 
than the intradural approach. Eight cases 
have been operated on to date with com- 
plete relief of pain in all cases. 
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REPORT OF CASES 


The first case was that of a 58 year old 
railroad engineer who had had the second 
and third divisions divided because of 
true trigeminal pain and who later suf- 
fered pain in the first division. In a sec- 
ond operation, the ganglion sheath and 
dural fold were opened, but the first di- 
vision was left intact. After this opera- 
tion the patient was free from pain and 
suffered no loss of sensation. This opera- 
tion actually was a decompression of the 
nerve. The patient has been free from 
pain for 20 months. 

The second case was that of a 60 year 
old woman on whom an attempt was 
made to divide a portion of the third di- 
vision only. For adequate exposure of the 
ganglion and root, the ganglion sheath 
and dural fold were opened by the meth- 
od previously described, and a portion of 
the nerve was sectioned. After this pro- 
cedure, the patient had normal sensation 
in the regions that were trigger zones and 
only a spotty loss of sensation in the face; 
she has remained free from pain to date. 
This operation also amounted to decom- 
pression of the nerve although it was in- 
tended as a subtotal nerve section. 

The third patient, a minister aged 49; 
the fourth, a 43 year old man; the fifth, 
a 77 year old woman; and the sixth, a 68 
year old woman, all with major trigemi- 
nal neuralgia on the right side, involv- 
ing the second and third divisions, were 
completely relieved of the pain after in- 
tentional decompressions. They all had 
a spotty sensory loss due to trauma of 
the underlying nerve root, which resulted 
from the placing of the hemostat on the 
dural fold; but the region of sensory loss 
has diminished since the time of the op- 
eration without recurrence of pain. In 
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ment in trigeminal neuralgia: preliminary communica- 
tion. J. Neurosurg. 9:288 Mey 


18. Love, J. G. Personal communication. 
19%. Baker, G. S. Personal communication. 
20. Gardner, W. J. Personal communication. 


= 
at 
2 
ll 


none of the patients have the trigger 
zones been rendered anesthetic. 

The seventh case was that of a 48 year 
old woman who had had a history of 
pain in the first and second divisions for 
ten years and to whom all forms of medi- 
cal and vitamin therapy had been given 
without benefit. The pain gradually sub- 
sided after the decompression operation ; 
she had no pain whatsoever after the 
eighth day. 

The eighth case was that of a 63 year 
old woman with typical excruciatingly se- 
vere pain involving all three divisions. 
She was completely relieved of pain im- 
mediately after the decompression opera- 
tion, but on the third day suffered a 
facial paresis, which has remained un- 
changed to date. She is, like all the 
other patients, extremely grateful for re- 
lief of the pain and would welcome anes- 
thesia of the face before she would accept 
recurrence of the pain. 


DISCUSSION 


The lack of anesthesia in the trigger 
zones after the decompression operation 
indicates that in the operation the fibers 
to these regions are not divided. It seems 
possible that the beneficial results are due 
to alteration in either the spinal fluid or 
blood circulation in or about the gan- 
glion. In none of the eight cases was there 
any evidence of actual nerve root com- 
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pression, although in five cases an artery 
was observed coursing over the root but 
not compressing it. 

It is too early to evaluate fully the 
decompression operation as effective and 
lasting treatment for trigeminal neural- 
gia, but the successful results reported at 
this time warrant continuation of its use. 
Should pain recur, it is relatively simple 
to divide the desired nerve fibers through 
the same surgical approach used for the 
decompression operation without undue 
additional trauma. 


SUMMARY 


As yet no treatment of trigeminal neural- 
gia has proved entirely satisfactory. In 
several cases, however, excellent results 
have been reported from the decompres- 
sion operation. The decompression oper- 
ation, as modified by the author, seems 
indicated in the treatment of trigeminal 
neuralgia in preference to chemical or 
surgical destruction of the peripheral 
branches of the ganglion or section of the 
posterior root. 

Since the submission of this article, 
operations have been performed in 16 
additional cases, and all but one have 
been successful. In one case pain has not 
been relieved completely, and it is thought 
that a posterior root section may be nec- 
essary. 

324 East Wisconsin Avenue 


The Genesis of Wisdom and Genius * Wisdom is the power of secing things as they really are, 
and of counseling men to choose those actions which increase the total of peace and justice 
and charity in the world. Genius is the quality of the special spirit, whether in try or 


politics or science, which raises a man above a single locality or nation to influence the people 
of the world. To wisdom or genius we can assign no price that any purse can pay. Nor can 
we devise any curriculum guaranteed to produce them. All we know is that they are likely to 
arise in an a ere where thought and learning are held in honor. Cornelis W. de Kiewiet, 
“Education for Survival,” The Scientific Monthly 76:61 February 1953. 
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Economy of sound fundamentals in 


operative dentistry 


Charles M. Stebner, D.D.S., Laramie, Wyo. 


Sound operative procedures and sound 
dental economics are entirely compatible. 
At one time the business aspect of den- 
tistry could be mentioned only in whis- 
pers, and discussion of the topic was con- 
sidered in bad taste by men of high 
professional ideals. But this is a new era. 
Evidence of the change in viewpoint is 
the course in economics now taught in 
most dental schools and the place given 
to this phase of dentistry in many dental 
society programs. 

Economy is used in this article to 
signify the mutual financial benefit of 
both the dentist and the patient. The 
dentist receives monetary compensation 
from the patient in exchange for opera- 
tive results of nearly equal value. The 
term fundamentals refers to operative 
procedures that have been tested and 
found to be scientifically sound and ideal 
in practice. It may be that many dental 
leaders pay lip service to the desirability 
of such procedures, but these procedures 
are not necessarily practiced by the pro- 
fession generally. 

Although most dentists would rather 
write and lecture on the purely scientific 
aspect of dentistry, dentists are men of 
the business world also; and as such they 
must consider the economic aspect, to 
which a minimum of study is now being 
given. It is right that the scientific and 
technical aspects should command the 
greater attention; however, undesirable 


economic situations are often responsible 
for undesirable operative results. Den- 
tists should endeavor to correct both 
simultaneously. 

Perhaps there would be a keener ap- 
preciation of the more worthwhile tech- 
nics of operative dentistry if it were un- 
derstood that they are economically as 
well as scientifically sound, benefiting 
both the dentist and the patient. 

It is disturbing to realize that some 
dentists performed better work in opera- 
tive dentistry when they were senior 
dental students than they are producing 
now a number of years later. Using 
roentgenograms as proof, Coy! recently 
demonstrated a glaring contrast between 
the work of a capable student of high 
ideals and the work of the same man 
after two years of practice, when the 
quality of his work was of a much lower 
level. Dentists such as this practitioner 
offer the excuse that they follow the ex- 
ample of older practitioners who place 
silver amalgam restorations without the 
rubber dam or without well-prepared 
matrixes for the hackneyed reason that 
“you can’t make a living doing it the 
right way.” 


Presented before the Section on Operative Dentistry, 
ninety-fourth annual session, American Dental Associa- 
oa Cleveland, September 30, 1953. 


Coy, H. D. Operative Coatietey’s responsibilities 
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It is time that the teachers and leaders 
in the dental profession make a strong 
point that this line of reasoning is unwise, 
untrue and defeatist. In answer to it, the 
dental leaders need only point out specific 
general practitioners who constantly use 
technics fundamentally sound in principle 
and even more exacting in detail than 
those taught in the average dental school. 
It should be brought to the attention of 
recent graduates also that the practition- 
ers who make use of ideal procedures are 
generally financially successful. It is 
sound dental economics for the patient 
to receive honest value in service and for 
the operator to receive a fair net return. 

If a student is interested primarily in 
financial profit, he should not study 
dentistry, for the average income of the 
American dentist is indeed modest; but 
if a young man is interested in a stimu- 
lating profession which will allow him to 
give a full measure of service to his fellow 
man and at the same time provide a 
more than comfortable living for himself 
and his family, then he may study opera- 
tive dentistry; there will not be a day in 
his practice when he will not have occa- 
sion to observe completely sound funda- 
mentals, 

In a discussion of the economics of 
dentistry, the patient’s side of the prob- 
lem is equally important. For every dollar 
he spends, the patient is entitled to re- 
ceive a full return in service, comfort and 
results of maximum permanence. In 1880 
the life expectancy of a patient was 34 
years, but today it is 68. Even since 1900, 
man’s life span has increased from 38 to 
68.2-* If grandmother lost her teeth at 
the age of 20, she had only 18 years to 
“limp along” on prosthetic “crutches” ; 
but today if a person loses his teeth at the 
age of 20—many do—he has to depend 
on prosthetic appliances for almost 50 
years. 

The new challenge facing the dentist 
is to maintain the comfort and efficiency 
of the natural dentition over a long span 
of life. This aim cannot be accomplished 
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with inadequate technics and materials 
which are comparatively temporary in 
nature. In view of the longer period the 
patient’s teeth must give service, the pa- 
tient has a right to expect the dentist to 
provide restorations that will be as per- 
manent as possible. 


FUNDAMENTAL PRINCIPLES OF 
OPERATIVE DENTISTRY 


There are many fundamental principles 
that must be followed in daily practice to 
achieve the mutual economic good of 
the patient and the dentist. For the ac- 
complishment of the primary objective 
of operative dentistry—the conservation 
of the natural dentition if possible 
throughout the life of the patient—there 
are four fundamental principles which 
are of the utmost importance but which 
are too often neglected. 


A Clean, Dry Operative Field + The ad- 
vantages of a clean, dry field during the 
making of a restoration are: (1) Time 
is saved. (2) An exposed or nearly ex- 
posed pulp has a better chance for sur- 
vival if it does not come in contact with 
contaminating saliva. (3) An operator 
can work efficiently, the vision is better, 
and the access is easier. 

The rubber dam is the simplest--and 
the only ideal—method of assuring a dry, 
clean field. Certainly the challenge of 
longevity cannot be met with operative 
work performed in the undesirable en- 
vironment of saliva, blood and soft tissue. 
An operator needs all the visibility and 
cleanliness that the dam provides. The 
patient who has been encouraged and 
educated to protect his natural dentition 
will choose the dentist who uses the rub- 
ber dam technic. 

Time studies of ten operations by the 
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Table « Time and instrumentation for amalgam restorations 


Tooth 


Time 


Rubber dom 
application 


(Lower- 
letters) 
(Upper- 


Patient 


preparation time 


Cavity Over-all Instruments 


numbers) 


min. ; sec. min. : sec. | min. : sec. 


¥ Cutting Burs 
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Averages 


cotton-roll technic showed that an aver- 
age of 9 minutes 47 seconds is wasted in 
flushing, spitting and drying for each 
operation. The table is part of a recent 
time-efficiency study in which a stop 
watch was used to check the time re- 
quired in the actual placement of the 
rubber dam and the preparation of a 
mesioocclusal or distoocclusal Class II 
cavity for the reception of silver amal- 
gam. In each case there was new caries 
in the interproximal surface. 

It will be noted that the average time 
required for the placement of the rubber 
dam was 2 minutes 36 seconds. It is ob- 
vious that a dentist does not receive fi- 
nancial compensation for squirting a 
stream of water, for watching the patient 
swish and spit, or for placing cotton rolls 
and drying the cavity with a stream of 
warm air. Neither is the patient benefited 
by these irrelevant efforts; they are a 
waste of time for both parties. The only 
lucrative time in the operation is that 
actually used in preparing the cavity, 
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placing the matrix, condensing the amal- 
gam and giving it its final form. The 
rubber dam permits the dentist to spend 
all his operative time on the construction 
of the actual restoration. 

It was discovered with the aid of the 
stop watch that the average time required 
for the unproductive processes necessary 
when the dam was not used—including 
the time for conversation with the patient 
—was 9 minutes 47 seconds. Thus the 
difference between the average time re- 
quired for the placement of the dam and 
that required for the procedure without 
the dam was 7 minutes 11 seconds. The 
saving of this amount of time per patient 
would permit the average operator to add 
one patient each day to his schedule and 
thus to increase his service and his in- 
come, 

Other benefits in using the rubber dam 
are improved vision and the ability to 
use both hands during the operative work 

one hand is usually required to hold 
the mirror during retraction and also to 
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control the tongue or cheek. In the 
clean, dry field the cavity can be steri- 
lized better, and the matrix can be ap- 
plied more efficiently. Furthermore, the 
amalgam condensed in a perfectly dry 
field produces more satisfactory results.‘ 

In view of these advantages, it is diffi- 
cult to understand why the rubber dam 
procedure is not more universally used, 
especially if one has ever observed one 
operator make an amalgam with the aid 
of the dam and another work without it. 

Many operators have recognized the 
need for the reshaping of clamps, the 
improvising of other holders such as 
beads or rubber polishing disks, and the 
use of suitable napkins,® although, to be 
sure, many teachers of operative den- 
tistry and recent graduates are still not 
acquainted with these refinements of 
technic. There is need for a complete and 
simplified procedure to be taught gen- 
erally. 


Extension for Prevention in Cavity Prep- 
aration * In cavity preparation the fun- 
damental principle of extension for pre- 
vention, as presented by G. V. Black, is 
too often neglected. In checking the rea- 
sons for the necessity of repeated treat- 
ment of 200 restorations, it was found 
that 43, 21.5 per cent, required operative 
work because a previous restoration 
lacked the necessary extension for pre- 
vention.* In these cases the previous op- 
erator had failed to extend the occlusal 
outline to include all the grooves or had 
neglected to carry the buccal or lingual 
margins into a region that could be 
polished and cleaned properly. These 
failures indicate that at least 20 per cent 
of operative time may be wasted. In a 
profession already undermanned this eco- 
nomic loss is not justified. The failure to 
observe this fundamental principle of the 
economic use of time in the daily routine 
is due to negligence rather than to ig- 
norance. 

Similar evidence is presented by Eas- 
ton.’ He states that in his studies of 
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amalgam failures, 81 per cent were 
caused by the failure to extend the mar- 
gins properly. It is difficult to understand 
why this inefficiency should exist when 
the fundamental principle is so well un- 
derstood by every student of operative 
dentistry. The table indicates the average 
time spent in preparing the cavities for 
this study. Six minutes 16 seconds does 
not seem too long for the ideal prepara- 
tion of a cavity. The work was performed 
with carbide burs and a cool stream of 
air; it was completed with a set of sharp 
chisels, spoons and other hand instru- 
ments. In every case, all margins were 
properly extended, and all grooves were 
included, according to Black’s recom- 
mendations. The angles were as sharp, 
the walls as parallel and the floors as flat 
as possible. Figure 1 shows examples of 
these cases. 

With the use of three or four burs 
and eight or ten cutting instruments, an 
ideal cavity preparation can be made 
simply and efficiently. Simplicity in cavity 
preparation is more desirable than com- 
plicated armamentarium and _ involved 
technics. 


Multiple Cavity Preparation + Time, 
effort and expense can be saved by the 
preparation and filling of more than onc 
cavity at a time; a quadrant of the den- 
tal arches can well be prepared as a unit. 
The technic of multiple cavity prepara- 
tion is being advantageously employed by 
operators who use the hydrocolloid in- 
direct inlay technic. The author has used 
this technic successfully for amalgam 
restorations for a number of years. Sev- 
eral factors favor the preparation of a 
quadrant as a unit: (1) With a single 
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Fig. 1 * Typical examples from cases listed in 
table. Above, completed in 5 minutes 34 sec- 
onds; center, in 6 minutes 44 seconds; below, 
in 6 minutes 36 seconds 


injection of an anesthetic, with a single 
placing of a rubber dam, with a single 
procedure with burs or cutting instru- 
ments and with but one sterilization or 
insulation procedure, a number of res- 
torations can be prepared. (2) Unneces- 
sary and unproductive office traffic and 
appointment complications are kept to a 
minimum. (3) The patient’s time and 
money are saved by fewer appointments. 

It is not fair to the patient to ask him 
to make 12 or more trips for the same 
number of restorations. Ordinarily four 
appointments are sufficient to make as 
many as 16 restorations, all in posterior 
teeth. This multiple service is accepted 
well by the patient during one to three 
hour appointments. If necessary—and 
that is seldom—a sedative and atropine 
may be used. Four amalgam restorations 
of considerable size can be made in ap- 
pointments not exceeding an hour and a 
half, and occasionally it is possible to 


prepare four bridge abutments at one 
time. 

The table shows that an average of 35 
minutes 36 seconds is required to make 
a simple Class II amalgam restoration, 
whereas Figure 2 shows a number of 
more complicated restorations which 
were all completed in 1 hour 12 minutes. 
With the material available, the restora- 
tions shown in Figure 2 would have re- 
quired at least 2 hours 35 minutes if they 
had been made at separate appointments. 
The patient in this case had 16 similar 
large restorations completed in four ap- 
pointments of less than 2 hours each. 

Some may wonder why contacting 
amalgam restorations do not adhere to 
one another; if matrixes are handled 
properly and an amalgam of the proper 
consistency is well condensed, the contact 
points will be excellent. The time saved 
by the performance of the work a quad- 
rant at a time allows the operator to 
double his production without adding 
materially to the operating time. Thus, 
the cost to the patient for each restora- 
tion can be lowered, and the operator’s 
earnings can be increased, to the mutual 
benefit of both the dentist and the patient. 

The same principles of the use of the 
rubber dam and the performance of work 
a quadrant at a time have proved ap- 
plicable in pedodontics. Several operators 
are using this procedure with considerable 
success, regardless of the age of the child 
or the extent of the caries.* 


Use of Gold Foil + To meet the challenge 
of increased longevity, operators must 
rely on gold foil in preference to the 
newer plastic restorations and the soluble 
silicate cements, which must be consid- 
ered only as expedient or temporary ma- 
terials. Gold foil is generally acknowl- 
edged to be in a class by itself for the 
permanent restoration of a Class III or 


Class V cavity. Cases have been observed 
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where gold foil restorations of interproxi- 
mal cavities in anterior teeth and of gin- 
gival cavities have remained for a period 
of more than 45 years. It is reasonable to 
expect that with the more modern tech- 
nics and instruments now available, this 
record can be improved. 

The advantages of gold foil are: (1) 
it maintains contact points; (2) it resists 
important dimensional changes; (3) it 
withstands the dissolution of the fluids of 
the mouth; (4) it resists functional stress 
and invasion by bacteria at the margins. 
It is a material which patients who know 
dental materials respect and appreciate 
because it has given maximum service 
for the original investment. 

It is reasonable to assume that those 
few operators who suggest that gold foil 
is passé have not watched a modern gold 
foil restoration being made in an efficient 
office. They have not been aware of the 
great interest in this material which is 
being shown in some areas of the coun- 
try. Often a patient tolerates a lesser 
service because his particular dentist has 
not given him an opportunity to know 
about a modern gold foil restoration. It 
is stated occasionally that people of one 
area will not tolerate technics and ma- 
terials that are commonly used in another 
area. This is a rather fantastic statement 
in view of the fact that the American 
population is now more or less homogen- 
eous, especially in the desire to retain the 
original dentition and general health. 

When a gold foil study club is organ- 
ized in a community where that material 
is seldom used, the gold foil is soon ap- 
preciated by the patients. The patients 
usually want the best the dentist has to 
offer, but the dentist usually offers only 
what he wants them to have. Too often 
what he offers is not gold foil. 

The patient is benefited financially if 
a gold foil restoration is placed that will 
outlast several fillings of less desirable 
material. Before the life span of an aver- 
age gold foil restoration is reached, the 
patient who is the victim of expediency 
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Fig. 2 * Above: Before operation. Below: 
After operation. Total operating time 1 hour 
12 minutes, including time for application of 
rubber dam. Restorations in lower teeth were 
part of 16 amalgam fillings made in four ap- 
pointments 


often has a series of ever more extensive 
restorations—first several silicate or self- 
curing resin restorations and then all too 
frequently the common sequence: a jacket 
crown, a devitalized pulp, a fixed bridge, 
a partial denture and finally a full den- 
ture. 

The dentist who desires gold restora- 
tions in his own teeth and yet does not 
offer them to his patient is definitely not 
meeting the challenge offered by lon- 
gevity to dentistry. 


SUMMARY 


One of the problems in dental training 
and education is to convince students that 
the procedures which are taught in the 
dental schools are practical as well as 
ideal. Some recent graduates have the 
mistaken idea that they cannot follow 
certain fundamental principles and still 
be assured of an adequate income. This 
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idea is false. Examples from dental prac- 
tice prove that the objective of dentistry 
can be achieved, that the practice of 
dentistry through the observance of fun- 


3. The rubber dam is an important 
aid to good dentistry; it insures financial 
gain both for the operator and for the 
patient. 


damental principles can provide financial 
profit for both the operator and the pa- 
tient and at the same time meet the 


hall f th tant, i i 
of —" a 5. Gold foil is an effective means of 


providing dental service for the span of a 
long life. 


4. Extension for prevention is an in- 
dispensable principle in cavity prepara- 
tion. 


CONCLUSIONS 
6. Cavity preparation of a quadrant 


1. Good operative dentistry and sound at a time can provide more service to 
economics go hand-in-hand. more people at less investment and at the 
2. Some operators ignore accepted same time add to the dentist’s income. 

principles in their practice of dentistry. 903 Grand Avenue 


Folk Medicine + Ancient traditions are still alive today in many countries. We often forget 
that our modern scientific medicine reaches only a relatively small group of people; over half 
the population of the world has no share in it. In India the overwhelming majority of close 
to 400 million people receive medical services from indigenous practitioners who treat their 
patients either according to the principles of Ayurvedic or ancient Hindu medicine, or accord- 
ing to the teachings of Unani or Graeco-Arabic medicine, or some other ancient or medieval 
system. Conditions are very similar in China and other Asiatic countries where the old medical 
classics are still alive and ancient and medieval medicine is practiced on hundreds of millions 
of people. The classics of Arabic medicine are still read and followed in Mohammedan 
countries of North Africa and the Near East. 

In such countries we can study the history of medicine not only from books but from life. 
We can watch the physician of old while he examines or treats a patient and while he com- 
pounds his drugs. We can listen to the teacher interpreting the classics and commenting on 
them. Such studies, however, must be carried out cautiously and critically. We must be 
aware that not all that an indigenous practitioner does is old. Traditions have not remained 
pure; some elements of modern medicine have always been taken over, consciously or not. 

The same is true for another source that we may have to consult occasionally, medical 
folklore, or folk medicine. We mentioned before that many patients do not consult a doctor 
but treat themselves, cither because their illness is a minor one, or because no physician is 
available, or because they cannot afford him or have no confidence in him, whatever the 
reason may be. We find that particularly among peasant populations old practices and beliefs 
have persisted with incredible tenacity, surviving the centuries and millennia. Religious and 
magical treatments are performed unashamedly today following the same ritual that pre- 
vailed thousands of years ago, not only in Africa but in Europe and America. 

Folk medicine is a big hodgepodge in which primitive lore is blended with reminiscences 
of views and practices of academic medicine of the past. As a source of medical history it 
has little value on account of its total lack of chronology, but its study is interesting because 
it permits us to watch old practices and thus helps us in understanding the past. Henry E. 
Sigerist, “A History of Medicine,” 1951, vol. 1, p. 35, 
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Reports of Councils and Bureaus 


COUNCIL ON DENTAL HEALTH 


Policy recommendations on legislation, 


educational materials and dental care programs 


At its first 1954 meeting on May 17 and 
18, the Council on Dental Health of the 
American Dental Association approved 
recommendations that would affect the 
Association’s position on federal health 
legislation, its policy for distribution of 
dental health education materials and its 
participation in the national observance 
of National Children’s Dental Health 
Day. Additional Council proposals would 
aid constituent and component societies 
in evaluating dental care programs, en- 
courage military authorities to fluoridate 
the water supplies at military installations, 
encourage conferences for chairmen and 
secretaries of A.D.A. Councils, and pro- 
vide for consultants to the Council on 
Dental Health in 1955. 

The Council also considered labor 
union dental care programs, chronic ill- 
ness programs, the dental health educa- 
tion program of the American Dental 
Hygienists’ Association, and future con- 
ferences to be sponsored by the Council. 

A conference on industrial dentistry 
was conducted by the Council, and a re- 
port will appear in a later issue of THE 
JOURNAL. 


FEDERAL HEALTH LEGISLATION 


At the time of the Council meeting, four 
health bills were before Congress. 


Reinsurance * The Council decided that 
no formal action on the federal reinsur- 
ance bills (S 3114 and HR 8356) could 
be taken by the Association until more 
specific information on the dental aspects 
became available that would permit eval- 
uation of the provisions of the proposed 
federal legislation. 

Three salient points were emphasized 
by the Council in reaching its conclusion : 
(1) The proposed bills, which confer ex- 
tensive responsibility and authority on 
the Secretary of Health, Education and 
Welfare, allow for a great deal of ad- 
ministrative regulation without indicat- 
ing, even in nonspecific terms, what these 
regulations might be; (2) no adequate 
safeguards appear to be provided to pre- 
vent the so-called reinsurance from ac- 
tually becoming a plan of direct subsidi- 
zation of health care; (3) since there is 
a question as to the original insurability 
of dental care, experimental plans should 
be undertaken at state and local levels 
before any commitments are made re- 
garding a federal reinsurance program. 


Hospital Survey and Construction 
Amendments * The Council received a 
report on an administration-sponsored 
bill (HR 8149) that would expand the 
Hill-Burton Hospital Construction Act. 
The report called attention to the Asso- 


le 


ciation’s concern that amendments should 
more clearly specify dental services and 
facilities. It also pointed out that the 
dental profession would need to be 
alerted to work with state and commu- 
nity groups in order to make sure that 
appropriate provisions are made for den- 
tal facilities and services in the diagnostic 
and treatment centers, chronic disease 
hospitals, rehabilitation facilities and, 
perhaps, some nursing homes that might 
be constructed under benefits of the leg- 
islation. 

[Since the Council meeting, the Asso- 
ciation’s recommendations for amend- 
ment have been adopted by Congress. 
The bill as signed by the President, states 
in that section of the bill directing that 
patient care should be under the super- 
vision of persons licensed to practice 
medicine or surgery in the state: “or in 
the case of dental diagnosis or treatment, 
under the professional supervision of per- 
sons licensed to practice dentistry in the 
state.”’] 


Grants-in-Aid * A federal grant-in-aid 
bill (HR 7397) would amend the grant- 
in-aid provisions of the Public Health 
Service Act by eliminating the five cate- 
gorical grants and one general grant now 
specified and substituting one over-all 
grant. The Council recommended that 
“In the event the proposed grant-in-aid 
bill fails to be adopted by Congress, with 
the result that categorical grants for 
mental health, tuberculosis and so on are 
continued, the Association should con- 
tinue to testify in favor of categorical 
grants for dentistry.” 


Rehabilitation * An _ administration- 
sponsored bill (S 2759) would “promote 
and assist in the extension and improve- 
ment of vocational rehabilitation serv- 
ices.” The Council called attention to the 
need for amendments that would include 
appropriate wording covering the role of 
dentistry in carrying out the provisions of 
the bill. 
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DENTAL HEALTH EDUCATION 
MATERIALS 


The Council made two recommendations 
to the Board of Trustees that would ex- 
tend the Association’s program of dental 
health through wider distribution of its 
education materials. The first recom- 
mendation would increase the Associa- 
tion’s financial contribution to the pro- 
duction of materials and allow them to be 
sold at a lower price. The second would 
increase the amount of materials dis- 
tributed to constituent societies free of 
charge. 


NATIONAL CHILDREN’S DENTAL 
HEALTH DAY 


The Council recommended that the ob- 
servance of National Children’s Dental 
Health Day be extended and the name 
changed to National Children’s Dental 
Health Week. The recommendation was 
based on results of a questionnaire sent 
by the Council to secretaries of all con- 
stituent and component societies. The 
recommendation will be acted on by the 
Association’s House of Delegates in No- 
vember. 

The Council also recommended that 
the Association’s assistance to constituent 
and component dental societies be in- 
creased so as to provide for the addi- 
tional activities outlined in a joint report 
of the Council on Dental Health and the 
Bureau of Public Information of the As- 
sociation. 


EVALUATION OF DENTAL CARE 
PROGRAMS 


The Council recommended that the de- 
sirability and effectiveness of dental care 
programs, either governmental or private, 
be evaluated by constituent and com- 
ponent dental societies on the basis of 
(1) the program’s financial resources, 
(2) its procurement of sufficient compe- 
tent personnel, and (3) its consistency in 
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rendering high standards of health serv- 
ice. 


FLUORIDATION AT MILITARY 
POSTS 


In the interest of the dental health of 
members of the Armed Forces and their 
families, the Council adopted a resolu- 
tion urging military authorities to “pro- 
ceed as rapidly as possible with the fluori- 
dation of water supplies at military 
installations where the procedure is feasi- 
ble from an engineering standpoint and 
particularly at installations where there 
is a child population in residence.” 


CONFERENCE OF COUNCIL CHAIRMEN 
AND SECRETARIES 


The Council commended the Board of 
Trustees on the success of the First Con- 
ference of Council Chairmen and Secre- 
taries, held on February 25 and 26, and 
encouraged the holding of such confer- 
ences at regular intervals in the future. 


NOMINATIONS FOR COUNCIL 
CONSULTANTS: 1955 


The Council nominated 12 dental scien- 
tists for appointment as consultants to 
the Council for terms ending with the 
A.D.A. 1955 annual session. 


LABOR UNION DENTAL CARE 


PROGRAMS 


The Council recommended that constit- 
uent and component dental societies be 
encouraged to conduct programs for their 
members to inform them of the interest 
of labor unions in proposals for dental 
care programs, and to formulate principles 
that will help dental societies guide the 
development of sound dental programs in 
the event they are approached by labor 
unions for such counsel. 

To assist the constituent and compo- 
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nent dental societies, a list of “Steps to Be 
Taken and Points to Be Considered in 
Studying Dental Care Programs for 
Members of Labor Unions” was de- 
veloped and included in a report on den- 
tal care programs. Reports were received 
on dental care programs of the Interna- 
tional Ladies’ Garment Workers union, 
Consolidated Edison and the St. Louis 
Labor Health Institute. Copies of the 
foregoing reports will be available to 
constituent and component dental socie- 
ties on request. 


CHRONIC ILLNESS PROGRAMS 


The Council adopted a statement en- 
titled, “Dental Society Participation in 
Chronic Illness Programs,” which out- 
lines the responsibility of each local den- 
tal society in such programs and specifies 
types of programs for dentist participa- 
tion. A copy of the statement is included 
at the end of this Council report. 

The Council also adopted a resolution 
complimenting the Commission on 
Chronic Illness “for its outstanding re- 
port and favorable action regarding the 
fluoridation of public water supplies.”? 
The Council added that the Commission's 
findings and endorsement will help com- 
munities to evaluate the safety and de- 
sirability of this public health procedure. 


A.D.H.A. DENTAL HEALTH 
EDUCATION PROGRAM 


Edna M. Bradbury of Boston, chairman 
of the committee on dental health edu- 
cation of the American Dental Hygien- 
ists’ Association, discussed the program of 
her organization. She suggested that it 
would be helpful to the program within a 
state if a better liaison could be developed 
between the state dental hygienists’ asso- 
ciation and the dental society. 


1. Commission on Chronic Iliness. Chronic iliness 
news letter, April | 
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CONFERENCES TO BE SPONSORED 
BY COUNCIL 


The Council reviewed the program for its 
annual dental health conference to be 
held at Miami, Fla., November 6, prior 
to the 95th annual session of the associa- 
tion and voted to change the title to 
“Fifth National Dental Health Confer- 
ence.” State dental health programs will 
be the subject of the 1954 program. 
The Council adopted as a guide in 
planning future activities in school dental 


PRINCIPLES 


Since good dental health and care promote 
good physical and mental health, good dental 
health and care will help alleviate and elim- 
inate the problems of persons with long-term 
illness, Therefore, it should be the duty and 
responsibility of each local dental association 
to promote programs which will: 

1, Prevent and alleviate chronic illnesses 
through good dental hygiene. 

2. Enable all health professions to coop- 
erate fully in programs for the care of persons 
with long-term illnesses. 

3. Promote better dental health in the 
community as a means of preventing the de- 
velopment of those chronic illnesses directly 
related to dental conditions. 

4. Help handicapped citizens to live well- 
adjusted lives by providing special dental care 
and training tailored to the special problems 
involved. 


SPECIFIC PROGRAMS FOR DENTIST 
PARTICIPATION 


Specific chronic illness activities in which 
dentists can and should participate include: 

1, Development of referral service between 
local dental and medical groups. 

2. Postgraduate training programs or in- 
stitutes for dentists in the fields of: 

a, Cancer 

b. Tuberculosis 

c. Cardiovascular diseases 
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DENTAL SOCIETY PARTICIPATION 


health education the report of the Con- 
ference on School Dental Health Educa- 
tion.? The Conference, sponsored by the 
Council, was held January 25 and 26 and 
was attended by representatives of 16 
national educational and health organi- 
zations. The Council's Division of Dental 
Health Education will plan a second 
Conference on School Dental Health 
Education to be held in 1956. 


2. Council on Dental Health. Conference on dental 
health education. J.A.D.A. 49:72 July 1954. 


IN CHRONIC ILLNESS PROGRAMS 


Cleft palate 
Malnutrition in the aged 
Cerebral palsy 

3. Rehabilitation services for persons with 
chronic illnesses or other handicaps. The pro- 
gram should provide for: 

a. Removal of all infection from the mouth 

b. Establishment of functional occlusion to 
allow patients to eat proper foods 

c. Periodic checks on dental health 

4. Development of programs for taking 
dental care to homebound and institutional- 
ized persons with long-term illnesses. The 
program should provide for: 

a. Portable equipment for use on rental or 
loan basis to dentists giving home and in- 
stitutional care. 

b. Central registry of dentists willing to 
provide such services for persons needing such 
care. 

c. Cooperation with organization of local 
nursing home operators to assure adequate 
dental care. 

5. Programs conducted at the community 
level directed toward understanding the prob- 
lems of persons with chronic illness and sup- 
port of programs promoted to solve these 
problems. 

6. Health institutes for operators and staff 
members of convalescent and nursing homes. 

7. Cooperation with the local medical 
group to insure coordinated medical-dental 
care of patients. 

8. Cooperation with hospital medical staff. 

9. Dental health and related programs of 
the local health department. 
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BUREAU OF PUBLIC INFORMATION 


‘The most generous response . . .”” 


A report on the Help Korea Train campaign 


The American-Korean Foundation is 
conducting a campaign to collect 1,000 
freight cars of material to “help the 
Koreans help themselves.” As part of 
the campaign, Leslie M. FitzGerald, of 
Dubuque, Iowa, A.D.A. president, asked 
all constituent and component dental so- 
cieties to collect dental materials of all 
sorts for shipment to the National Seoul 
University College of Dentistry in Korea. 
The Bureau of Public Information han- 
dled the technical aspects of the cam- 
paign, at the request of Dr. FitzGerald. 

Serving with Dr. FitzGerald as mem- 
bers of a national dental committee to 
assist in the campaign were: Daniel F. 
Lynch, of Washington, D. C., Associa- 
tion president-elect, Leo J. Schoeny, of 
New Orleans, dentist member of the 
Health Resources Advisory Committee 
of the Office of Defense Mobilization, 
and the members of the Association’s 
Council on International Relations, in- 
cluding Oren A. Oliver, of Nashville, 
chairman, LeRoy M. Ennis, of Philadel- 
phia, H. M. Flickinger, of Siloam Springs, 
Ark., Obed H. Moen, of Watertown, 
Wis., and John A. O’Keefe, of Washing- 
ton, D. C. 

A memorandum was sent to presidents, 
secretaries and editors of all constituent 
and component dental societies which 
requested that each society appoint a 
Help Korea Train committee. Society of- 
ficers were provided with the names of 
train chairmen appointed by the Founda- 
tion in various cities, and with basic in- 
formation about the needs of their dental 
colleagues in Korea. There are less than 
800 university-trained dentists in the Re- 
public of Korea; for adequate dental care 


it is estimated 3,500 dentists are needed. 
The Seoul College of Dentistry graduates 
60 dentists each year, but at the same 
time approximately 25 are lost to the 
profession through death or retirement. 
Compounding the difficulties is the fact 
that during the Korean conflict the col- 
lege was badly gutted and the dental 
equipment destroyed or stolen. 

The American-Korean Foundation 
asked for donations of dental items of 
any kind, in any shape or condition. 

The reaction of the dental profession 
in this country was prompt and vigorous. 

An outstanding example was the San 
Francisco Dental Society which collected 
4,000 burs, 78 forceps, 97 dental books, 
84 cutting instruments, 424 assorted den- 
tal instruments, 226 impression trays, and 
more than 1,600 additional items includ- 
ing model trimmers, casting machines, 
dental units and hand pieces. 

The New London Dental Association 
in Connecticut collected six boxes of sur- 
gical and laboratory supplies, time clocks, 
operative instruments, anesthetics and 
other material valued at nearly $250. 

In New York, the Eighth District 
(Buffalo) Dental Society collected and 
packed 25 boxes of dental supplies and 
equipment. 

The Outagamie County Dental Society 
in Wisconsin contributed three boxes that 
included dental supplies, forceps, eleva- 
tors and other hand instruments, and a 
dental chair. 


The Minneapolis District Dental So- 
ciety collected operating lights, elec- 
tric sterilizers, film view boxes, impres- 
sion trays and nearly 700 miscellaneous 
items. 


~ 
| Fin 
‘ 
j 
x 
4 


306 * THE JOURNAL OF THE AMERICAN DENTAL ASSOCIATION 


The Arkansas State Dental Association 
contributed 1,290 pounds of supplies and 
equipment valued at nearly $3,000. 

The Eastern District Dental Society of 
Georgia gathered instruments, acrylic 
resins, impression trays and impression 
materials. 

From societies in Pennsylvania, Idaho, 


COUNCIL ON DENTAL RESEARCH 


Louisiana and Washington, from Colora- 
do, Ohio, the District of Columbia, and 
Tennessee have come unsolicited reports 
telling of the same open-hearted reaction. 

The New York office of the American- 
Korean Foundation called it “the most 
generous response of any group in the 
United States.” 


List of certified dental materials 


Since the publication of the most recently revised List of Certified Dental Materials 
(revised to November 15, 1953), the following materials which conform to the 
A.D.A. Specification No. 12 for Denture Resins have been added. 


CERTIFIED DENTURE RESINS (A.D.A. SPECIFICATION NO. 12) 


TYPE 1, HEAT-CURING 


Material Form 


Duraflow Pink; powder-liquid 


Manufacturer or distributor 
Product Research Lab., Inc. 


TYPE Il, SELF-CURING 


Material Form 
Acralite 88—Tissue Tone 


Pink ; powder-liquid 


Manufacturer or distributor 
Acralite Co., Inc. 


Henceforth those materials listed as certified denture resins will be classified as Type |, Heat-curing resina, end 


Type Self-curing resins. 
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OFFICIAL CALL 


To the Members of the American Dental Association: 


You are hereby notified that the Ninety-fifth Annual Session of the Ameri- 
can Dental Association will be held in Miami, Florida, November 8 
through 11, 1954. The scientific session will be held in the Dinner Key 
Auditorium, Miami. 


The House of Delegates will convene for the annual business session of the 
American Dental Association at 9:30 a.m., Monday, November 8; the 
second meeting will be held at 1:30 p.m., Monday, November 8; the 
third meeting, at 1:30 p.m., Wednesday, November 10, and the fourth 
meeting, at 1:30 p.m., Thursday, November 11. All meetings of the House 
of Delegates will be held in the Municipal Auditorium, Bay Front Park, 
Miami. The Committee on Credentials will register delegates and aiternate 
delegates beginning at 9:00 a.m., Sunday, November 7, at the Municipal 
Auditorium. 


The annual State Officers’ Conference will be held in the Panarama Room, 
Biscayne Terrace Hotel, 9:00 a.m. to 5:00 p.m., Sunday, November 7. 


General registration will be held at the Dinner Key Auditorium. Registra- 
tion booths will be open from 9:00 a.m. to 5:00 p.m., Sunday, November 
7; from 9:00 a.m. to 5:00 p.m., Monday, November 8; from 9:00 a.m. to 
5:00 p.m. on Tuesday, November 9, and Wednesday, November 10, and 
from 9:00 a.m. to 3:00 p.m., Thursday, November 11. 


The General Meeting will be held at 7:30 p.m., Tuesday, November 9, in 
the Municipal Auditorium, Bay Front Park. 


At least sixty days prior to the first day of the annual session, the con- 
stituent societies and federal dental services must file with the Secretary 
of the Association a list of the names and addresses of delegates and 
alternates. 


Leslie M. FitzGerald, president 
Harold Hillenbrand, secretary 


3 

‘ 

“at 

A 

| 


L. M. FitzGerald 
President, 1953-1954 


Leslie M. FitzGerald of Dubuque, lowa, become president of the Association in 
1953. He is a post president of the American Society of Oral Surgeons, the 
lowa Dental Society and the Dubuque Dental Society. He ii a co-founder, 
diplomote ond secretary of the American Boord of Oral Surgery, ond since 
1945 has served as chairmon of the committee on oral surgery of the American 
College of Dentists. Dr, FitzGerald has been @ member of the editorial boord 
of the Journal of Oral Surgery since 1950. He hes served os o member of the 
House of Delegates and as chairman of the Section on Oral Surgery. 
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C. A. Hoggard 


General Chairman 


R. Thoburn T. A. Price A. E. Rosenthal 


Honorary Honorary Honorary 
Chairman Chairman Chairman 


L. S. Turner J, lL, Armstrong 


Honorary Honorary 
Chairman Chairman 


J. E. Edwards 


Vice- 
Chairmon 


$. H. Gordon G. J. Colemon R. J. Smith 
Chairman _ Chairman Chairman 


Reception Information Publicity 


Mrs. C. A. Haggard 
Choirman Chairman 
Clinies and Women’s 
Motion Pictures Entertainment 


Cc. L. Craig 
Chairman 
Entertainment 
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COMMITTEE ON LOCAL ARRANGEMENTS 
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H. M. Tanner J. 8. Caldwell H. K. Terry 


Operative Dentistry Oral Surgery and Orthodontics and 
Anesthesia Oral Development 


L. T. Hunt 


Practice 
Administration 


W. T. Hunnicutt F. J. Fabrizio 
Pedodontics Periodontics 


D. H. Gehl E. C. Brooks R. D, Smiley 


Complete Partial Public Health 
Prosthodontics Prosthodontics Dentistry 


R. M. Stephan ‘ D. W. Lovett 


Research Roentgenology 
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SECTION CHAIRMEN 
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S. Kurz 


Chairman 


D. J. Fitzgibbon 


R. W. Frost 
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COUNCIL ON SCIENTIFIC SESSION 
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D. R. Mackay 


COUNCIL ON SCIENTIFIC SESSION 


Charles S. Kurz, chairman, 550 N. Eighth St., Carlyle, Il. 

David J. Fitzgibbon, 601 Nineteenth St., N.W., Washington, D. C. 
R. W. Frost, Bryant Bldg., Kansas City, Mo. 

Donald R. Mackay, Lowry Medical Arts Bldg., St. Paul 

Walter Monia, 329 N. Wetherly Dr., Beverly Hills, Calif. 


COMMITTEE ON LOCAL ARRANGEMENTS 


Curtis A. Haggard, general chairman, 1202 Huntington Bldg., Miami 
Ernest B. Penn, vice-chairman, 901 Huntington Bldg., Miami 

H. Rogers Turner, vice-chairman, 1274 W. Flagler St., Miami 

James Edwards, vice-chairman, 152 Alhambra Circle, Coral Gables, Fla. 
Horace L. Cartee, vice-chairman, 810 Huntington Bldg., Miami 


Honorary Chairmen 


Robert Thoburn, 227 Orange Ave., Daytona Beach, Fla. 
Thomas A. Price, 808 Congress Bldg. Miami 

Albert E. Rosenthal, 515 N.E. Fifteenth St., Miami 
Leonard S. Turner, 1274 W. Flagler St., Miami 

James L. Armstrong, 9528 N.E. Second Ave., Miami 


Clinics and Motion Pictures 


Horace W. Stubbs, chairman, Coconut Grove, Fla. 
Frank M. Kenward, vice-chairman, 3405 Main Highway, Coconut Grove, Fla. 


Entertainment and Social Events 


Charles L. Craig, chairman, 111 N.E. Second Ave., Miami 
Joseph A. DuPree, vice-chairman, 1394 Coral Way, Miami 


Information Services 


George J. Coleman, chairman, 724 DuPont Bldg., Miami 
John P. Miles, vice-chairman, 4014 Chase Ave., Miami 


Publicity 


Raymond J. Smith, chairman, 1202 Huntington Bldg., Miami 
Edwin C. Wilson, vice-chairman, 1255 S.W. Twenty-second Terr., Miami 


Reception 


S. Hill Gordon, chairman, 340 Alhambra Circle, Coral Gables 
Joseph T. Cox, vice-chairman, 711 Huntington Bidg., Miami 


Women’s Entertainment 


Mrs. Curtis A. Haggard, chairman, 430i Santa Maria St., Coral Gables 
Mrs. Horace W. Stubbs, vice-chairman, 1781 Opeechee Dr., Miami 
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SECTION OFFICERS 


Section on Operative Dentistry 


Henry M. Tanner, chairman, 7422 S. Western Ave., Los Angeles 
Arne F. Romnes, vice-chairman, 55 E. Washington St., Chicago 


Section on Oral Surgery and Anesthesia 


Jack B. Caldwell, chairman, Letterman Army Hospital, San Francisco 
Samuel A. Brandon, vice-chairman, 620 Medical Dental Bldg., Portland, Ore. 


a Section on Orthodontics and Oral Development 


3 Harold K. Terry, chairman, 2742 Biscayne Bivd., Miami 
i William S. Brandhorst, vice-chairman, 4952 Maryland Ave., St. Louis 


Section on Pedodontics 


Willard T. Hunnicutt, chairman, 302 Medical Arts Bldg., Atlanta, Ga. 
Maury Massler, vice-chairman, 808 S. Wood St., Chicago 


Section on Periodontics 


F. J. Fabrizio, chairman, 1834 K Street, N.W., Washington, D. C. 
James P. Hollers, vice-chairman, Alamo National Bank Bldg., San Antonio, Texas 


: % Section on Practice Administration 

i Loren T. Hunt, chairman, 1321 S. 18th St., Lincoln, Neb. 
Hollis A. Askey, vice-chairman, 715 Sharp Bldg., Lincoln, Neb. 


Section on Complete Prosthodontics 


Daniel H. Gehl, chairman, 2510 W. Capitol Dr., Milwaukee 
Hugh T. McKinnon, Jr., vice-chairman, Messenger Bldg., Troy, Ala. 


Section on Partial Prosthodontics 


Everett C. Brooks, chairman, Lister Bldg., St. Louis 
Otto W. Silberhorn, vice-chairman, 311 E. Chicago Ave., Chicago 


Section on Public Health Dentistry 


¥ Roy D. Smiley, chairman, 1330 W. Michigan St., Indianapolis 
; George B. Clendenin, vice-chairman, 4406 E. West Highway, Bethesda, Md. 


Section on Research 


Robert M. Stephan, chairman, National Institutes of Health, Dental Research Section, 
Bethesda, Md. 
David F. Mitchell, 3639 Forty-seventh Ave., South Minneapolis, Minn. 


Section on Roentgenology 


Duane W. Lovett, chairman, Veterans Administration Hospital, Iowa City 
William E. Koch, vice-chairman, 920 University Club Bldg., St. Louis 
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Essay program 


Monpay, NoveMBer 8 


SECTIONS ON PARTIAL PROSTHODONTICS AND OPERATIVE DENTISTRY 


Room A 
2:00 p.m. 


Panel discussion: Elastic impression materials 
Moderator + Maynard K. Hine, Indianapolis 


Preparation of elastic impression materials 
Robert E. Willey, Los Angeles 


Physical properties and manipulation of reversible and 
irreversible hydrocolloid materials 


Ralph W. Phillips, B.S., Indianapolis 


Alginate hydrocolloid impression materials 
Kenneth R. Pfeiffer, Durham, N. C. 


Hydrocolloid: its role in the production of multiple restorations 
Morris J]. Thompson, Beverly Hills, Calif. 


SECTION ON PERIODONTICS 


Room B 
2:00 p.m. 


Instrumentation as a conservative treatment of periodontal disease 
Bernard S. Chaikin, Boston 


Surgical treatment of periodontal disease 
Richard Chace, Orlando, Fla. 


Occlusal equilibration in the treatment of periodontal disease 
]. Lewis Blass, New York 


Dietary considerations and home care procedures in periodontal 
treatment 


Dorothea F. Radusch, Minneapolis 


SECTION ON PUBLIC HEALTH DENTISTRY 


Room C 
2:00 p.m. 


Principles and technics in public speaking 
Robert Yoho, M.A., Indianapolis 


Methods of prevention and control of dental caries 
Robert G. Kesel, Chicago 
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Facts in refutation of claims by opponents of fluoridation 
A. P. Black, Ph.D., Gainesville, Fla. 


Study of a population long exposed to a high fluoride 
domestic water 


Nicholas C. Leone, M.D., Washington, D. C. 
SECTION ON PEDODONTICS 


Room D Management of common pedodontic problems 
2:00 p.m. Ralph E. McDonald, Indianapolis 


Prosthetics and pedodontics 
Denald B. Chatterton, San Diego 


Open forum: Problems in pedodontics 
Moderator + William W. DeMerriit, Chapel Hill, N. C. 


Discussers: William E. Brown, Jr., Ann Arbor, Mich., and 
Albert L. Anderson, San Diego 


NovemBer 9 


SECTIONS ON RESEARCH, PEDODONTICS AND PUBLIC HEALTH DENTISTRY 


Room A Panel discussion: Effects of sugars and other carbohydrates 
9:30 a.m. on the teeth 


Moderator * Harold J. Noyes, Portland, Ore. 


Effect of ingested sugars and other carbohydrates on the 
resistance of teeth to caries 


Reidar Sognnaes, Boston 


Effect of sugars and other carbohydrates on the oral flora 
Ned B. Williams, Philadelphia 


Relation of oral biochemistry of sugars to the development 
of caries 
Joseph F. Volker, Birmingham, Ala. 


Effect of sugar content of foodstuffs on their caries-producing 
potentialities 
Basil G. Bibby, Rochester, N. Y. 
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SECTION ON PARTIAL PROSTHODONTICS 


Room B 
9:30 a.m. 


Planning and contouring acrylic veneer crowns for partial 
denture clasping 


Louis Blatterfein, Brooklyn, N. Y. 


Biologic considerations in designing clasps for partial dentures 
Raymond L. Girardot, Detroit 
Discussion: Victor L. Steffel, Columbus, Ohio 


SECTION ON PRACTICE ADMINISTRATION 


Room C 
9:30 a.m. 


Training and duties of the dental assistant 
George E. Waterman, Washington, D. C. 


Role of the dental hygienist in the establishment and 
maintenance of oral hygiene service in a private practice 


Mae J. Sarsfield, R.D.H., Philadelphia 


Role of auxiliary personnel in augmenting service of the dentist 
Orville B. Coomer, Louisville, Ky. 


Standards and objectives of a dental hygiene practice 
Dorothy G. Hard, Ann Arbor, Mich. 


SECTION ON ORAL SURGERY AND ANESTHESIA 


Room D 
9:30 a.m. 


11:45 a.m. 


Symposium: The dentist’s responsibilities in atomic bomb 
disaster 


Moderator * James R. Cameron, Philadelphia 


Basic phenomenology of nuclear explosions 
Gerald M. McDonnel, M.D., Washington, D. C. 


Training of dentists in specialized treatment 
Curtis P. Artz, M.D., Fort Sam Houston, Texas 


Anesthesia for mass casualties 
Claude S. LaDow, Philadelphia 


Selection of cases and indications for general anesthesia 
Ralph G. Peterson, Minneapolis 


SECTIONS ON OPERATIVE DENTISTRY AND RESEARCH 


Room A 
2:00 p.m 


Panel discussion: Newer devices for cutting tooth structure 


Moderator * Rex Ingraham, Los Angeles 
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‘ y An evaluation of dental handpieces for high speed operations 
Hee Floyd A. Peyton, D.Sc., Ann Arbor, Mich. 
ai 
Hl Ge Factors influencing the cutting characteristics of rotating 
dental instruments 

Donald C. Hudson, Washington, D. C. 

ae Selection and use of rotating dental cutting instruments 
(motion picture) 
a | Jack L. Hartley, Washington, D. C. 
} | Application and revaluation of the new air abrasive technic 
ae Robert B. Black, Corpus Christi, Texas 
pe Progress report on ultrasonics in dentistry 
Ree Arne G. Nielsen, Bethesda, Md. 
f SECTION ON ORTHODONTICS AND ORAL DEVELOPMENT 
ee” Room B Effectiveness of measures for the prevention of malocclusion 
ta 2:00 p.m. Earl E. Shepard, St. Louis . 
ee Effectiveness of orthodontic measures in the correction of 
malocclusion 
; G. Fred Hale, Raleigh, N. C. 
Man—in retrospect and prospect 
j : Bertram S. Kraus, Ph.D., Tucson, Ariz. 
| SECTION ON COMPLETE PROSTHODONTICS 
| Room C Registration of centric and protrusive relationship 
| 2:00 p.m. Edwin H. Smith, Jr., Washington, D. C. 
ae Alginate impression technic for complete upper and lower dentures 
Philip G. Vierheller, Jr., St. Louis 
} Full service the prosthodontist should render in cranioplasty 
7 i Alvin H. Grunewald, Great Lakes, Il. 
a SECTION ON PARTIAL PROSTHODONTICS 
7 Ay Room D Necessity of diagnosing and correcting occlusion before 
4 2:00 p.m. construction of fixed bridgework 
3 Raymond M. Contino, Pasadena, Calif. 
” Esthetics in anterior bridge prosthodontics 
a George H. Moulton, San Antonio, Texas 


PRELIMINARY PROGRAM .. . VOLUME 49, SEPTEMBER 1954 © 32! 


Wepnespay, Novemser 10) 


SECTIONS ON ROENTGENOLOGY AND RESEARCH 


Room A Panel discussion: Hazards of roentgenology in dentistry 
9. 
a pe Moderator + Lee Roy Main, St. Louis 

Use of dental roentgenology in general practice 

Lewis B. Spear, Indianapolis 


Protection in the use of dental roentgenographic equipment ‘ 
Scott W. Smith, Washington, D. C. ‘ 


Hazards of dental radiography (motion picture) 
Robert J. Nelsen, Washington, D. C. 


Diagnosis, treatment and prognosis of roentgen-ray injuries 


to dentists 
Henry H. Young, M.D., Rochester, Minn. 


SECTION ON COMPLETE PROSTHODONTICS 
Room B Use of muscle function in the determination of complete 
2:00 p.m. denture design 

Russell W. Tench, York, Pa. 


An analysis of present concepts of occlusion 
Theodore A. Bodine, Akron, Ohio 


Dilemma: dentures or masticatory insufficiency for American youth 
Harry E. Denen, Chelsea, Mass. 


SECTION ON OPERATIVE DENTISTRY 


Room C Clinical application of the hydro-flow technic in dentistry 
2:00 p.m. Elbert O. Thompson, Salt Lake City 


3:00 p.m. Panel discussion: Endodontic procedures for the general 
practitioner 


Moderator « Floyd D. Ostrander, Ann Arbor, Mich. 


Selection of cases, treatment, instrumentation and irrigation 
Harry J]. Healey, Indianapolis 


Use of disinfectants and antibiotics 
Louis I. Grossman, Philadelphia 
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Culture technic and root resection 
Ralph F. Sommer, Ann Arbor, Mich. 


Root canal filling and roentgenographic follow-up 
John I. Ingle, Seattle 


SECTION ON ORAL SURGERY AND ANESTHESIA 


Room D 
2:00 p.m. 


The maxillary sinus in relation to the extraction of teeth 
Lowell E. McKelvey, Fort Sam Houston, Texas 


Prevention of complications in local anesthesia 
James R. Hayward, Ann Arbor, Mich. 


Rebuilding the resorbed alveolar ridge 
Clarence H. Blackstone, Bethesda, Md. 


Anatomy and disturbances of the temporomandibular joint 
Harry Sicher, M.D., Chicago 
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Table clinics 


ANESTHESIA 


Conditioning patients by hypnosis for dental operative procedures 
Jacob Stolzenberg, Brooklyn 


Newer uses of ethyl chloride in dentistry 
Robert H. Getman, Sr., Davenport, lowa 


General anesthesia in pedodontics 
Joseph R. Luten, Jr., Little Rock, Ark. 


Tuberosity injection 
Earl H. McGonagle, Royalton, Minn. 


ENDODONTICS 


Apicoectomies 
Morton J. Olin, Boston 


Endodontic technic for the general practitioner 
Marion M. Martin, San Marcus, Texas 


Use of Terramycin in endodontics 
Harry Maeth, Mosinee, Wis. 


Rational therapeutics in endodontic treatment 
Warren ]. Hedman, Jr., Bethesda, Md. 


Apicoectomies and root fillings 
Frederick R. Sund, Rochester, Minn. 


OPERATIVE DENTISTRY 


Protection of abutment preparations 
Paul E. Weston, Memphis, Tenn. 


Modern cavity preparation 
James F. Blakemore, Jr., Fort Smith, Ark. 


Anatomy of trigeminal nerve 
Howard F. Snevel, Cleveland 
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Acrylic veneer crown without peripheral undercut preparation 
Abraham H. Tamarin, Chicago 


Protection of exposed dentin of bridge abutments 
Vincent W. Schaefer, St. Cloud, Minn. 


Practical dental education of the patient 
Philip T. Williams, Atlantic, lowa 


Antibacterial resins 
Theodore E. Fischer, Randolph Field, Texas 


Direct method of preparing three-quarter crowns 
Emmett J. Folgert, Sheppard Air Force Base, Texas 


Improved technic for impression of porcelain 
jacket crown preparation 


Monte G. Miska, Chapel Hill, N. C. 


Use of gingival seal preparation for three-quarter, full and porcelain 
jacket crowns 


Robert ]. McCloskey, Dubuque, lowa 


Finishing an amalgam restoration 
Alvin H. Titsworth, Murray, Ky. 


Shoulder crown preparation using self-guiding diamond instruments 
Victor H. Carpenter, Boston 


Indirect precision cast gold inlays, using a key-lock base 
Alfred D. Kamin, Chicago 


Use and abuse of amalgam 
Alfred L. Lopez, Albuquerque, N. M. 


Balancing occlusion of the natural dentition 
Irving S. Lichtman, Washington, D. C. 


ORAL SURGERY 


Extractions simplified 
Allyn S. Abramson, Los Angeles 


Treatment of pathologic conditions resulting 
from intermaxillary disharmonies 


Kurt J]. Odenheimer, Pittsburgh 


Open and closed methods for reduction and 
fixation of fractured facial bones 


Walter H. Becker, Fort Sheridan, Ill. 
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Preoperative and postoperative roentgenograms 
of multiple dentigerous cysts 
Rudolph M. Lord, Little Rock, Ark. 


Oral surgical cases 
Joseph F. Ruzic, Chicago 


Electrosurgery in oral surgery 
Maurice J. Oringer, New York 


Oral surgery for the diabetic patient 
William H. Hyde, Brooklyn 


Extraction of simple and complicated impacted teeth 
using local anesthesia 


George Dedunyk, Keesler Air Force Base, Miss. 


Treatment of facial fractures in edentulous patients 
James W. O’Hearn, Champaign, Ill. 


Preparation of alveolar ridges for dentures 
E. Benton Conaway, Columbus, Ohio 


Emergency cricothyroidotomy 
Herbert J. Towle, Jr., Bethesda, Md. 


Therapeutics in oral surgery 
Arthur O. Christiansen, Milwaukee 


Complicated problems in oral surgery 
Alfred Augenstine, Miami Beach, Fla. 


Hyaluronidase as a preventive of ‘postoperative complications 
Frank C. Carothers, Garnett, Kan. 


Treatment of mandibular fractures that occur 
posterior to remaining molar 


Robert S. Sullivan, Savannah, Ga. 


Management of infections of the head and neck of dental origin 
Daniel Verne, FPO, San Francisco 


Resection of mandible 
Leo M. Globensky, Benton Harbor, Mich. 


Biopsy technic for the general practitioner 
Robert B. Shira, Washington, D. C. 
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ORTHODONTICS 


§ ; Facial changes resulting from orthodontic treatment 
George L. Englert, Danville, Ill. 


Thumbsucking: its harm and treatment 
James P. Kerrigan, Washington, D. C. 


Importance of space maintenance 
Anthony J]. Malone, River Forest, Iil. 


Treatment of jaw fractures by orthodontic means 
Melvin I, Cohen, Boston 
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Role of the orthodontist on the cleft palate team 
Royal T. Popper, Philadelphia 


Cephalographic criteria for establishing occlusal plane 
Robert M. Bailey, 111, Boston 


PEDODONTICS 


Procedures and armamentarium in dentistry for children 
Daniel G. Karrel, Washington, D. C. 


Chrome-steel and acrylic resin for restorations in children’s teeth 
William H. Danley, Jr., Albuquerque, N. M. 


Operative procedures in pedodontics 
James A. Matthews, Glen Cove, N. Y. 


Behavior problems encountered in pedodontics 
Stanley S. Kouffman, Brookline, Mass. 


: Prosthesis for children 
a : David L. Webber, Springfield, Mass. 
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PERIODONTICS 


Se Use of acrylic resin splints in periodontal treatment 
i Erwin M. Schaffer, Minneapolis 


: Use of astringents and cement packs in reducing periodontal pockets 
j Jay M. Lynch, Des Moines, Iowa 
j Equilibration of occlusion 
Chester A. Stanley, Topeka, Kan. 
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Periodontal problems encountered by the general practitioner 
Norwyn M. Niles, Garrett, Ind. 


Temporary splinting for posterior teeth 
Marvin Simring, Brooklyn 


Splinting unstable teeth in periodontal treatment 
Leon M. Wiesstien, Cleveland 


Aids in periodontal treatment 
Julian G. Manser and Frank A. Lemoine, Albuquerque, N. M. 


Use of bite plane in treatment of periodontal disease 
Abraham Berliner, New York 


Sharpening of periodontal hand instruments 
Frank G. Everett, Portland, Ore. 


Pack method and electrocoagulation in the 
treatment of periodontal disease 


Samuel H. Goodfriend, Chicago 


Recognition of incipient periodontal disease 
Samstone Holmes, Bethesda, Md. 


Technic and indications for subgingival curettage in periodontics 
Irving C. Stone, Chicago 


Treatment of periodontal conditions 
Ida M. Golomb, New York 


Treatment of periodontal pockets 
Thomas E. Prosser, East St. Louis, Iil. 


Group clinic: Consideration of problems arising in a periodontic 
practice 


Jack Bloom, Eleanor Covel, William J]. Pendergast, Irving Romanow and 
Henry D. Epstein, Boston, and David G. Stahl, Manchester, N. H. 


COMPLETE PROSTHODONTICS 


Characterization of dentures 
Maurice S. Rodgers, Chicago 


Fabrication and use of hand-molded stained acrylic teeth 
Eugene J]. Tillman, Waltham, Mass. 


Preparation for complete restorations in fixed prosthesis 
Maurice J. Saklad, New York 
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Magnetic stabilizers in complete dentures 
Fred G. White, Fort Smith, Ark. 


Impression technic for complete dentures 
Allen A. Brewer, March Air Force Base, Calif. 


Subperiosteal dental implants 
Roy L. Bodine, Jr., Camp Gordon, Ga. 


Importance of the recovery of the denture- 
bearing tissues in impression making 
Robert B. Lytle, Bethesda, Md. 


Accurate bite registrations for complete dentures 
Walter S. Warpeha, Minneapolis 


Alveoloplastic procedures used in immediate denture prosthesis 
Sherman B. Watson, Albuquerque, N. M 


Solving a difficult prosthodontic problem 
Louis J]. Juliano, Cleveland Heights, Ohiv 


Cosmetic effects obtained with immediate complete dentures 
Richard G. Cooper, Parris Island, S. C. 


Use of self-curing resins in processing and characterizing dentures 
Charles J]. Baumann, Sr., and Charles J]. Baumann, Jr., Milwaukee 


Physiologic considerations in constructing complete dentures 
Allan T. Bard, Minneapolis 


Improved speech in complete denture construction 
Leslie R. Allen, Randolph Field, Texas 


Reproduction of tissue surface in complete and partial dentures 
Sebastian ]. Campagna, Washington, D. C. 


Technic for construction of complete dentures 
Willard A. Coy, Gloucester, Mass. 


Implantation of magnets in the jaw to aid denture retention 
Stanley J]. Behrman, New York 


PARTIAL PROSTHODONTICS 


Importance of rest position in establishing 
vertical and centric relationship 


Roger R. Nolop, Ortonville, Minn. 
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Cleft palate obturators 
Glenn B. Rogers, Knoxville, Tenn. 


Precision attachments for partial dentures in oral rehabilitation 
S. Jay Welborn, Evanston, Iil. 


Solderless broken-stress bridge 
Earl V. Weibeler, Minneapolis 


Reproduction of natural teeth for temporary crown and fixed bridge 
replacements during mouth rehabilitation 


Samuel S. Cohen, Cleveland 


Technic for oral rehabilitation 
Sidney S. Friedman, Jr., Memphis, Tenn. 


Use of hydrocolloid for constructing bridges by the indirect method 
Stanley ]. Galuszewski, Anoka, Minn. 


Partial denture prosthesis for the young inductee 
Charles D. Parr, Chanute Air Force Base, Ill. 


Diagnosis and correction of faulty centric occlusion 
E. Adams Prugh, Oak Park, Iil. 


Abutment savers 
David H. Simpson, Atlanta, Ga. 


Precision attachments with auxiliary intracoronal supportive arm 
Daniel Feder, Beverly Hills, Calif. 


Oral rehabilitation cases before and after treatment 
Frederick B. Henderson, Stoughton, Wis. 


Gnathological orientation 
Charles I. Nedelman, Los Angeles 
ROENTGENOLOGY 


Clinical effect of x-radiation on normal oral tissues 
George W. Burnett, Washington, D. C. 


Temporomandibular joint roentgenograp!ry 
Byron G. Butt, Randolph Field, Texas 


Developing and interpreting dental roentgenograms 
Charles F. Adams, Grand Island, Neb. 


ae 
. 


330 ¢ THE JOURNAL OF THE AMERICAN DENTAL ASSOCIATION 


MISCELLANEOUS 


Clinical photography with 35 mm. films 
Clovis E. Martin, Galveston, Texas 


Clinical photography for dentists 
Clifford K. Becherer, East Peoria, Ill. 


Uses and methods for adapting cameras for dental photography 
William F. Stutts, Barksdale Air Force Base, La. 


AMERICAN DENTAL ASSISTANTS ASSOCIATION 


Streamlined patient relations 
Vivian E. Dodge, Richmond, Calif. 


First and lasting impressions 
Lynn Barritt, San Antonio, Texas 


Efficiency in the laboratory 
Delpha Olson, Lakefield, Minn. 


Dental health A, B, C’s 
Pruda H. Barrett, Norfolk, Va. 


Stabilizing baseplates 
lone Powell, Vermillion, S. D. 


The telephone and you 
Irene Mills, Omaha 


The efficient dental assistant 
Dorothy Mercker, Evansville, Ind. 


Lessening the pain of hypodermic injection 


Lorraine Glausier, Dothan, Ala. 


AMERICAN DENTAL HYGIENISTS’ ASSOCIATION 


Patient education 
Emma Roddy and Sally Black, Memphis, Tenn. 


The dental hygienist at work 
Alice Anderson, Washington, D. C. 


Technic of prophylaxis 
Gretchen M. Eisenhardt, Chicago 
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Home care of the mouth 
Lillian Blumberg, San Antonio, Texas 


Title to come 
Joan Morgan, Millsbury, Ohio 


Schools are ivory towers no longer 
Mrs. Frances M. Dolan, Bridgeport, Conn. 


Select your snacks 
Maryrose Simini, Buffalo 


Low carbohydrate birthday party 


Lois Pulver, Waterbury, Conn., and Florence Horton, New Haven, Conn. 


Dental health projects made by school children 
Elizabeth D. MacKenzie, Concord, N. Y. 


Prevention of gagging in placing films 
Mildred Clark, Kansas City, Kan. 


Toothbrushing technics 
Irene Murphy, Los Angeles 


The dental hygienist in community affairs 
Joan Hutson, San Diego 


Caught in the web 
Janice Lee, Goulds, Fla., and Pat Nefz, Miami, Fla. 


The dental hygienist in the Health Department of New York City 
Sonia Levy and Mary V. Davis, Brooklyn 


Value of the dental hygienist to the dentist 
Charlotte M. Swanson, Portland, Ore. 


Determination of proper angulation in oral roentgenography 
Erna A. Heggemeyer, Denver 


Nutrition in relation to dental health 
Nancy Horton and Maxine Bowman, Greensboro, N. C. 


Nutritive and economic value of whole wheat 
Julie Wehrle, Altoona, Pa. 


Happy’s house—A TV program 
Nelle Pierson, Jacksonville, Fla. 


Sugar and spice—Not so nice! 
Virginia Chybowski, West Allis, Wis. 
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Dental hygienist in the community-school health program 
Margaret Mahoney, Dorchester, Mass., and Bernadine Tassinari, Boston 


AK-SAR-BEN INLAY STUDY CLUB 


Director + Frank D. Carman, Omaha 


Group clinic: Simplified gold inlay technic 
Leo M. Floersch, Edmund J. Dailey, Oscar D. Nelson, A. L. Cahoy, Hardy 
W. Scott, Floyd L. Paynter, Leo J. Ripp, Herman S. Susman, Henry J. 


Slunicko and Richard E. Bradley, Omaha, and Bernard B O’Meara and 
Richard E. Weaver, Council Bluffs, lowa 


DADE COUNTY DENTAL RESEARCH CLINIC 


Director * James L. Armstrong, Miami, Fla. 


Construction of gold inlays, fixed bridges and precision type re- 
movable bridges from hydrocolloid impressions 
Alvin D. Farver, Miami Beach, Fla. 


Diagnosis and correction of malocclusion interfering with function 
Blair C. Madsen, Miami, Fla. 


Surgical procedure for implant appliances 
S. Hill Gordon, Coral Gables, Fla. 


Modified Brenner technic for dentures 
Fred W. Tyson, Edwin C. Wilson and Herbert Noll (technician), Miami, Fla. 


Location and clinical significance of the hinge-axis 
Robert L. Kaplan, Miami Beach, Fla. 


Prosthetic dentistry in cleft palate rehabilitation 
George Balber, Miami, Fla. 


Control of postoperative hemorrhage 
John K. Paul, Miami, Fla. 


Handling oral surgical problems 
Robert L. Cherry, Miami, Fla. 


Correction of malocclusion by mandibular resection 
Henry Renedo, Jr., Miami, Fla. 


Use of hinge-axis locator and transfer bow 
in complete denture technic 


Elbert C. Geiger, Miami, Fla. 


One-piece castings for fixed bridges 
William R. Edwards and Jerry A. Howard, Fort Lauderdale, Fla. 
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Endodontics for the general practitioner 
Richard C. McDavid, Jr., and Harold H. Fox, Jr., Miami Beach, Fla. 


Pulpotomy 
Charles E. Oxar, Miami, Fla. 


Functional and nonfunctional fixed space retainers 
Jerry Hagan, Miami Beach, Fla. 


Class II cavity preparation in deciduous teeth 
Wendell L. Whetstone, Miami, Fla. 


Removable space retainers 
Ellen B. Crockett, Miami Beach, Fla. 


DETROIT DENTAL CLINIC CLUB 
SECTION ON PLASTIC FILLINGS 


A group of five progressive table clinics will demonstrate a complete 
technic for placing uniformly high quality amalgam restorations 
which compare favorably with gold fillings insofar as appearance 
and serviceability are concerned. 


Group director * Francis M. Schmitt, Garden City, Mich. 


Group clinic: The amalgam restoration 


Economics 

Harold G. Dix, Detroit 
Rapid cavity preparation 
Edward A. Moeller, Jr., Detroit 

Matrixes and the rubber dam 

Richard S. Youngs, Adrian, Mich. 

Manipulation and condensation 

Stewart W. Helfrich and Leonard A. Staffel, Detroit 
Finishing and polishing 
Alphonse C. Sawicki, Detroit 


RESEARCH GOLD FOIL 
STUDY CLUB OF NEBRASKA 


Director * Henry A. Merchant, Omaha 


Group clinic: Cavity preparation and the completion of gold foil 
restoration 


Henry A. Merchant, Harry D. Barber, James E. Chapin and Eugene §. 
Merchant, Omaha; James R. Burlington, Kenneth C. Christensen, Milton B. 
Gates and Paul D. Kern, Lincoln, Neb.; Harry J]. Lynch, Ogallala, Neb.; 
Milton C. Olson, Blair, Neb.; Donald K. Phillips, Nebraska City, Neb.; 
William O. Pugsley and William M. Walla, Fremont, Neb.; and Wilbur R. 
Van Cleave, North Platte, Neb. 
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Projected clinics 


Each projected clinic consists of a twenty minute demonstration of a 
practical technic or of a solution of a particular problem commonly 
occurring in dental practice. Clinicians will use stereopticon slides 
and other visual aids in their demonstrations. 


Long-cone technic for oral roentgenography 
Frank L. Basler, Pass-a-Grille Beach, Fla. 


Direct technics for anterior wing-lateral bridge 
Thomas W. Garrett, Jr., Miami, Fla. 


Method of using the hinge axis locator and face-bow 
transfer in complete dentures 


Elbert C. Geiger, Miami, Fla. 


Simplifying fixed bridgework with the use of denture acrylic teeth 
Oscar Ginder, New York 


Rubber dam elastic for correcting migration of 
periodontally involved teeth 


Leonard S. Hirschfeld, New York 


Matrixes for operative procedures 
Irvin L. Hunt, Jr., New York 


Preliminary impressions 
Harold J]. Levine, New York 


Pulpotomy 
Charles E. Oxar, Miami, Fla 


Similarity of technic for fixed and removable 
restorations using reversible hydrocolloid 


Gustave ]. Perdigon, Tampa, Fla. 


Use of acrylic trays in partial denture impressions 
William L. McCracken, Birmingham, Ala. 


Establishing jaw relations for complete dentures 
Louis A, Saporito, Newark, N. J. 


Simplified and practical technic for restoring vertical dimension 
Edwin M. Scribner, Boston 


Modern concepts of occlusion 
Thomas E. ]. Shanahan, Brooklyn 
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Psychosomatics 
William O. Shumpert, Fort Lauderdale, Fla. 


Speaking method and the tattoo dot method in 
measuring vertical dimension 


Meyer M. Silverman, Washington, D. C. 


Operative dentistry for the handicapped and 
difficult patient under genera! anesthesia 


Stanley R. Spiro, Hempstead, L. 1., N. Y. 


Use of self-curing acrylic resins in the temporary splinting of teeth 
Carl Stoner, New London, Conn. 


Apicoectomy 
Milton S. Travin, Brooklyn 


Space maintainers 
Hugh A. Alexander, Greenville, Miss. 


Bleaching nonvital discolored teeth 
Dupree Davis, Dothan, Ala. 


Differential diagnosis of oral lesions 
Irving Meyer, Springfield, Mass. 


Full crown preparation with three diamond instruments 
John A. O’ Keefe, Washington, D. C. 


Endodontics for the deciduous teeth 
Louis B. Kelsten, Newark, N. J. 


Use of vasoconstrictors for patients with cardiovascular disease 
Thomas W. Quinn, Quincy, Mass. 


Replantation of incisors in young children 
Bernard Z. Rabinowitch, Fort Ord, Calif. 


Dividing and surgically removing first molars and impacted teeth 
William W. Conklin, Denver 


Application of nutrition to dental problems 
Abraham E. Nizel, Boston 


Psychosomatics in dentistry 
Elmer P. Victor, Chicago 
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Scientific exhibit 


The dental assistant’s role 
American Dental Assistants Association 


Resin cements 


eg ey ma dental research at the National Bureau of Standards sponoserd 
by the American Dental Association, U. S. Air Force, U. 8. Army, U. 8. Navy 
and Veterans Administration 


Dental health education 
American Dental Association, Council on Dental Health 


Status of constituent dental society journals 
American Dental Association, Council on Journalism 


Prevention is prophylaxis 
American Dental Hygienists’ Association 


Nutrition and dental health 


American Dietetic Association 


Surgical anomalies and procedures 
Walter H. Becker, U. S. Army Dental Corps 


Rectal administration of thiopental sodium (Pentothal Sodium) for 
the ambulatory child dental patient 


Stanley J. Behrman, The New York Hospital, Cornell Medical Center, 
New York 


The prevention of complications in postextraction bacteremia 


I. B. Bender and R. S. Pressman, Albert Einstein Medical Center, 
Philadelphia 


Exodontia and oral surgery procedures demonstrated by wax and 
soap models 


Adolph L. Biel, Charleston, W. Va. 


Mandibular movements in mastication, their influence on complete 
denture retention and displacement 


Jesse V. Boswell, Springfield, Mo. 


Endodontic failure 
Pierre R. Dow, University of Washington School of Dentistry, Seattle 


Higher voltage dental roentgenography 


Lewis E. Etter, U. S. Veterans Administration Hospital, Pittsburgh, 
and University of Pittsburgh 
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Saint Apollonia, the patron saint of dentistry 


Harold L. Faggart, American Academy of the History of Dentistry, 
Temple University School of Dentistry 


Federal Civil Defense Administration and American Red Cross 
Federal Civil Defense Administration, Russell W. Bunting 


He 


Preservation of the tooth and contiguous tissues 
Frank J. Gruchalla, St. Louis 


Cleft palate prosthesis 


Cloyd S. Harkins, William R. Harkins, Osceola Mills, Pa., and John F. 
Harkins, Camp Gordon, Ga. 


The use of chrome steel in dentistry for children 
William P. Humphrey, Denver 


The relationship of dentistry to speech 
Howard E. Kessler, Cleveland 


The temporomandibular joint and bite-raising hazards 


Joseph S. Landa, New York . 
Rehabilitation for patients with gross dentofacial maiformations 

Jacob C. Lifton, Bellevue Hospital, Hospital for Special Surgery, 

Montefiore Hospital, New York 

The team management of cleft palate and cleft lip conditions ca 

Arthur F. Lindquist, University of Kansas City School of Dentistry, and wis 

David W. Robinson, University of Kansas, School of Medicine i 

Educational television—a must for adult America a 
National Citizens Committee for Educational Television se 


Abnormal oral mucous membranes as related to gastric function 


The Oral Tumor Board of the University of Southern California College of 
Dentistry and the Pasadena Foundation for Medical Research 


Temporomandibular joint pain and dysfunction 


L. Laszlo Schwartz, Temporomandibular Joint Clinic, Columbia University 
School of Dental and Oral Surgery of the Faculty of Medicine 


Preparations for tooth restorations and bridge abutments 
Harmon Shohet, Boston 


Studies of dental abrasion 
Alvin Edward Strock, Peter Bent Brigham Hospital, Boston 


The maxillofacial team in treatment of deformities of the face, 
congenital and acquired 


Orion H. Stuteville and Robert M. Appleman, Northwestern University 
Dental School 
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Safelights and safelight lamps 
A. Porter 8. Sweet, Rochester, N. Y. 


The career of the dental officer in the U. S. Air Force 
U.S. Air Force Medical Service 


Subperiosteal prosthodontic implants 
U.S. Army Dental Corps, Roy L. Bodine, Camp Gordon, Ga. 


Career plan for dental officers 
U.S. Naval Dental Corps 


U. S. Naval Dental Corps training program for treatment of 
casualties 
U. 8. Naval Dental Corps 


Fluorides in drinking water 
U. 8. Public Health Service, Division of Dental Public Health 


Comprehensive dental care 
U.S. Public Health Service, Division of Dental Resources 


Research at the National! Institute of Dental Research 
U.S. Public Health Service, National Institute of Dental Research 


Prosthetic restorations in head and neck surgery 
Veterans Administration Dental Service 


The histopathology of periodontal disease 


Veterans Administration Dental Service 


Research and training program of U. S. Army Dental Corps 


Walter Reed Army Medical Center and Armed Forces Institute of Pathology, 
Joseph L. Bernier 


A formula for predicting the extent of dental caries from 
roentgenograms 


J]. C. A. Harding, San Diego 


Complete mouth rehabilitation 
Harry Kazis and Albert J. Kazis, Boston 


Dental programs for hospitals 


American Dental Association Council on Dental Education 
and Council on Hospital Dental Service 


Professional practice in the hospital 


American Hospital Association Council on Professional Practice 
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Motion pictures 


The atom and biological science 
Encyclopaedia Britannica Films, Chicago 


Cancer of the oral cavity (kinescope) 
American Cancer Society and Columbia Broadcasting System, New York 


Closed mouth impression technic for edentulous patients 
Dewey H. Bell and Stuart ]. Horner, Medical College of Virginia 


Dental prophylaxis 
University of Minnesota, School of Dentistry 


Full denture impression procedure 
Opotow Dental Manufacturing Corporation, New York 


Gateway to health 
Fred D. Miller, Altoona, Pa. 


General anesthesia 


Richard M. Herd, University of Louisville, School of Dentistry and 
Louisville General Hospital 


Hazards of dental radiography 


National Bureau of Standards and American Dental Association 


Head and neck cancer (kinescope ) 


American Cancer Society and Columbia Broadcasting System, New York 


How to conduct a discussion 
Encyclopaedia Britannica Films, Chicago 


Immediate endodontics and periapical surgery 


John I. Ingle, University of Washington, School of Dentistry, 
and E. R. Squibb & Sons 


An indirect inlay technique 
Linus C. Fitzgerald, San Francisco 


The inside story 
Forrest R. Slavens, Steamboat Springs, Colo. 


Mouth-breathing 
Clifford F. Ballard, Institute of Dental Surgery, London University 


Open reduction of fractured mandible 
University of Minnesota, School of Dentistry 
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Preparation of biopsy specimen 
University of Minnesota, School of Dentistry 


Pressure steam sterilization 


Society of American Bacteriologists, Sturgis-Grant Productions, 
and American Sterilizer Company 


Removal of giant cell tumor 
University of Minnesota, Scheol of Dentistry 


Restorative dentistry 
Ray E. Stevens, Jr., Grand Rapids, Mich. 


School health in action 


Oklahoma State Department of Health, and Sam Orleans and 
Associates, Inc. 


Surgical procedures for the reduction of abnormal alveolar processes 
and mucosa 


Sampson S. Hecht, New York 


Thirty-two of her own 
Dental Board of the United Kingdom, and Realist Film Unit, London 


Dental treatment of the difficult patient utilizing general anesthesia 
Daniel D. Schube, New York 


Esthetic bridge restorations 
Woodson T. Birthright, Washington, D. C. 


A case of fibrous dysplasia of the maxilla 
Marsh Robinson, Los Angeles 


The porcelain jacket crown 
James D. Happle, Detroit 


Operation ivy 
United States Air Force for Civil Defense Administration, 
Washington, D. C. 


Periodontal surgery 
University of Minnesota School of Dentistry 


Surgical gingivectomy and postoperative treatment 
Gerald P. Ivancie, State University of lowe College of Dentistry, lowa City 
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Technical exhibitors 


Abbott Laboratories, North Chicago, II. 

Ackerman Dental Manufacturing Company, 
P.O. Box 246, Santa Monica, Calif. 

Acralite Company, Inc., 230 W. 41st St., 
New York 

Aderer, Inc., Julius, 219 E. 44th St., New 
York 

Allison Company, W. D., 1133 Burdsal Park- 
way, Indianapolis 

American Cabinet Company, Two Rivers, 
Wis. 

American Consolidated Dental Company, 835 
N. 19th St., Philadelphia 

American Hospital Supply Corporation, 
Scientific Products Division, 2020 Ridge 
Ave., Evanston, II. 

American Medical Association, 535 N. Dear- 
born St., Chicago 

American Sterilizer Company, Erie, Pa. 

Anderson Dental Supply Company, L. M.., 
Tampa, Fla. 

Ash Sons & Company, U.S.A., Inc., Claudius, 
309 Main St., Niagara Falls, N. Y. 

Astra Pharmaceutical Products, Inc., 
Neponset St., Worcester, Mass. 

Austenal Laboratories, Inc., 5932 Wentworth 
Ave., Chicago 


Baker & Company, Inc., 850 Passaic Ave., 
East Newark, N. J. 

Boos Dental Laboratories, Inc., Henry P., 808 
Nicollet Ave., Minneapolis 

Bristol-Myers Products Division, 630 Fifth 
Ave., New York 

Buffalo Dental Manufacturing Company, 775 
Main St., Buffalo 

Butler Company, John O., 540 N. Lake Shore 
Dr., Chicago 


Castle Company, Wilmot, Rochester, N. Y. 

Caulk Company, The L. D., Milford, Del. 

Childs Manufacturing Company, 502 Banker 
Insurance Bldg., Macon, Ga. 

Church & Dwight Company, Inc., 70 Pine 
St., New York 

Cleveland Dental Manufacturing Company, 
The, 3307 Scranton Road, $.W., Cleveland 

Coe Laboratories, Inc., 6033 Wentworth Ave., 
Chicago 

Coles Electronic Corporation, c/o Coles 
Corporation, 3212 Market St., Philadelphia 

Columbus Dental Manufacturing Company, 
The, 634 Wager St., Columbus 

Cook-Waite Laboratories, Inc., 1450 Broad- 
way, New York 

Co-operative Dental Laboratories, 12 W. 
Madison St., Baltimore 


Coreco Research Corporation, 1908 Broad- 
way, New York 

Corega Chemical Company, 76 Mills Rd., 
Jersey City 

Cosmos Dental Products, Inc., 653 11th Ave., 
New York 

Crescent Dental Manufacturing Company, 
1839 S. Pulaski Rd., Chicago 


D’Armigene, 179 Madison Ave., New York 

Densco, Incorporated, P.O. Box 420, 200 
Santa Fe Dr., Denver 

Dental Development and Manufacturing 
Corporation, 653 Washington Ave., Brook- 
lyn 

Dental Perfection Company, Inc., 543 Arden 
Ave., Glendale, Calif. 

Dental Products of Sweden, 2009 N. Killings- 
worth St., Portland, Ore. 

Denticator Company, Inc., The, 1068 Mission 
St., San Francisco 

Dentists’ Supply Company of New York, The, 
570 W. College Ave., York, Pa. 

Du Pont de Nemours and Company, E. L., 
10th and Market Sts., Wilmington, Del. 
Durallium Products Corporation, 809 Wash- 

ington Blvd., Chicago 


Eastman Kodak Company, 343 State St., 
Rochester, N. Y. 

Encyclopedia Americana, 202 Benjamin Ave., 
S.E., Grand Rapids, Mich. 


Fleet Company, Inc., C. B., Lynchburg, Va. 

Friedman Specialty Company, 7 8. Dearborn 
St., Chicago 

Funk Company, Carl H., P.O. Box 268, War- 


saw. Ind. 


General Electric Company, X-Ray Depart- 
ment, 4855 Electric Ave., Milwaukee. 

Gesner Incorporated, M. A., 150 E. Superior 
St., Chicago 

Getz Corporation, William, 7512 Greenwood 
Ave., Chicago 


Hall Dental Products Company, 210 Throop 
Ave., Brooklyn 

Hanau Engineering Company, Inc., 1233 
Main St., Buffalo 

Hartzell & Son, G., 848 60th St., Oakland, 
Calif. 

Hatch Company, Inc., B. G., 24 Lawrence 
St., Brooklyn 

Hirsch Dental Company, Henry H., 3407 
Milverton Rd., Cleveland 


; ie 
3 
; 
: 
= 
wr 
4) 
| 
ip 


342 * THE JOURNAL OF THE AMERICAN DENTAL ASSOCIATION 


Hudson Products, 
Jersey City 

Hu-Friedy, Inc., 3118 N. Rockwell St., Chi- 
cago 


Interstate Dental Company, Inc., 220 W. 42nd 
St., New York 

Ivory, Incorporated, J. W., 308 N. 16th St., 
Philadelphia 


Jectron Company, c/o Toledo Dental Prod- 
ucts, 1009 Jackson St., Toledo 

Jelenko & Company, Inc., J. F., 136 W. 52nd 
St., New York 

Jelinek Dental Alloys, H., 95 Nassau St., 
New York 

Johnson & Johnson, New Brunswick, N. J 

Justi & Son, Inc., H. D., 32nd and Spring 
Garden Sts., Philadelphia 


Kerr Manufacturing Company, 6081 Twelfth 
St., Detroit 


Inc., 111 Academy St., 


Lactona, Incorporated, 236 E. 9th St., St. 
Paul 

Lea & Febiger, 600 S. Washington Sq., Phila- 
delphia 

Lederle Laboratories Division, American 
Cyanamid Company, Pearl River, N. Y. 

Lippincott Company, J. B., E. Washington Sq.., 
Philadelphia 


Luxene, Incorporated, 118 E. 25th St., New 
York 


Manhattan Uniform Company, 509 S. Wabash 
Ave., Chicago 
Masel Company, 
Philadelphia 
Massachusetts Indemnity Insurance Company, 
654 Beacon St., Boston 

McCaldry, Inc., 5214 E. 12th St., Oakland, 
Calif. 

McKesson Appliance Company, 2228 Ash- 
land Ave., Toledo 

Medical, Dental, Scientific Photographic 
Equipment Company, 101 W. 31st St., New 
York 

Medical Protective 
Wayne, Ind. 

Midwest Dental Manufacturing Company, 
4439 W. Rice St., Chicago 

Minimax Company, The, 5905 N. Clark St., 
Chicago 

Mizzy, Incorporated, Clifton Forge, Va 

Mosby Company, The C. V., 3207 Washing- 
ton Blvd., St. Louis 

Moyer Company, Inc., The J. Bird, 117 N. 5th 
St., Philadelphia 

Myerson Tooth Corporation, 90 Hamilton 
St., Cambridge, Mass 


Isaac, 1108 Spruce St., 


Company, The, Fort 


National Dairy Council, 111 N. Canal St., 
Chicago 


Ney Company, The J. M., 71 Elm St., Hart- 
ford, Conn. 

Nobilium Products, Inc., 125 N. Wabash Ave., 
Chicago 

Noble Metals & Alloys Company, 136 Osborn 
St., Brooklyn 

North American Philips Company, Inc., 750 
S. Fulton Ave., Mt. Vernon, N. Y. 

Novocol Chemical Manufacturing Company, 
2911-23 Atlantic Ave., Brooklyn 

Nu-Dent Porcelain Studio, Inc., 220 W. 42nd 
St., New York 


Ohio Chemical & Surgical Equipment Com- 
pany, 1400 E. Washington Ave., Madison, 
Wis. 

Oral B Company, 448 S. Market St., San Jose, 
Calif. 

O'Rourke Diamond Company, 11423 Van 
Owen St., North Hollywood, Calif. 

Overseas Scientific Corporation, 137 E. 57th 
St., New York 


Parkell Company, 116 E. 18th St., New York 

Peerless Appliance Company, Inc., 126 
Eleventh Ave., New York 

Pelton & Crane Company, The, 632 Harper 
Ave., Detroit 

Permadent Laboratories, 228 E. 45th St., New 
York 

Pfingst & Company, Inc., 62 Cooper Sq., New 
York 

Pfizer and Company, Inc., Charles, 630 Flush- 
ing Ave., Brooklyn 

Poloris Company, Inc., 
Jersey City 

Precious Metals Research Works, 
W. 41st St., New York 

Precision Attachments Company, 507 E. 34th 
St., Indianapolis 

Premier Dental Products 
Chestnut St., Philadelphia 

Professional Budget Plan, Madison, Wis. 

Professional Dental and Manufacturing Com- 
pany, 5043 N. Damen Ave., Chicago 

Professional Products Company, P. O. Box 
1628, San Diego 

Pro-phy-lac-tic Brush Company, 
Mass. 

Pycopé, Incorporated, 392 Wayne St., Jersey 
City 


109 Academy St., 


Inc., 230 


Company, 1001 


Florence, 


Ransom & Randolph Company, P. O. Box 
905, Toledo 

Reliance Dental Manufacturing Company, 22 
E. Van Buren St., Chicago 

Rhodes Optical Company, Gate, Washington 

Richmond Dental Cotton Company, P. O. Box 
2176, Charlotte, N. C. 

Rinn X-Ray Products, Inc., 2929 N. Crawford 
Ave., Chicago 
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Ritter Company, Inc., 400 West Ave., Roches- 
ter, N. Y. 

Rocky Mountain Metal Products Company, 
1450 Galapago St., Denver 

Rode Associates, Charles W., 3343 N. East- 
ern Ave., Los Angeles 

Rower Dental Manufacturing Corporation, 2 
Park Sq., Boston 


Saunders Company, W. B., W. Washington 
Sq., Philadelphia 

Schaefer, Oskar, 1 
City 

Schumacher, Karl, Dental & Surgical Instru- 
ment Company, 9316 Cloverly Rd., Phila- 
delphia 

Schwed, Charles B., 509 Fifth Ave., New York 

Sharp & Dohme, Division of Merck & Com- 
pany, 640 Broad St., Philadelphia 

Shelley Dental Manufacturing Company, 305 
N. Glendale Blvd., Los Angeles 

Smith Company, Lee, 842 N. Wells St., Chi- 
cago 

Sorg Paper Company, The, Middletown, Ohio 

Squibb & Sons, E. R., 745 Fifth Ave., New 
York 

Stalite, Inc., 4170 Park Ave., New York 

Star Dental Manufacturing Company, Inc., 
S. E. Corner 58th and Market Sts., Phila- 
delphia 


Wilkinson Ave., Jersey 


Stern & Company, Inc., I., 320 Washington 
St., Mount Vernon, N. Y. 

Stratford-Cookson Company, 260-63 S. Third 
St., Philadelphia 
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Surgident, Ltd., 2124 S. Sepulveda Blvd., 
West Los Angeles, Calif. 


Ticonium, 413 N. Pearl St., Albany, N. Y. 
Tiffany Diamond Instruments, Box 511, 
Tujungo, Calif. 


Union Broach Company, Inc., 37 W. 20th 
St., New York 

Union Dental Company, 3201 Arch St., Phila- 
delphia 

Universal Dental Company, 48th & Brown 
Sts., Philadelphia 


Warren Dental Laboratories, 214 W. Monu- 
ment St., Baltimore 

Weber Dental Manufacturing Company, The, 
2206 13th St., N.E., Canton, Ohio 

Wernet Dental Manufacturing Company, Inc., 
105 Academy St., Jersey City 

Whip-Mix Corporation, 411 W. Avery Ave., 
Louisville, Ky. 

White Dental Manufacturing Company, The 
S. S., 211 8. Twelfth St., Philadelphia 

Williams Gold Refining Company, Inc., 2978 
Main St., Buffalo 

Wolf X-Ray Products, Inc., 93 Underhill Ave., 
Brooklyn 

Wyeth Laboratories, 1401 Walnut St., Phila- 
delphia 


X-Ray Manufacturing Corporation of Amer- 
ica, 222 Bowery, New York 
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Meetings 


A.D.A. AGENCIES 
Board of Trustees * Columbus Hotel, Santa Maria Room, November 3-11. 


Council on Dental Health + Dental Health Conference, McAllister Hotel, 
Flagler Room, November 6, 9:00 a.m. to 5:00 p.m. 


Council on Dental Health + Luncheon, McAllister Hotel, Flagler Room, 
November 6, 12:15 p.m. 


Council on Legislation + Congressional Liaison Service, McAllister Hotel, 
November 8-10, 4 p.m. to 6 p.m. 


Council on Scientific Session * Breakfast meeting with Section Officers, 
Biscayne Terrace Hotel, Club Room, November 7, 8:00 a.m. 


Council on Scientific Session + Reception for Clinicians and Essayists, Bis- 
cayne Terrace Hotel, Starlight and Panarama Rooms, November 8, 5:30 
to 7:30 p.m. 


House of Delegates * Municipal Auditorium, Bay Front Park, November 
8, 10 and 11. 


State Society Officers Conference * Biscayne Terrace Hotel, Panarama 
Room, November 7, 9:00 a.m. to 5:00 p.m. 


State Society Officers Luncheon * Biscayne Terrace Hotel, Starlight Room, 
November 7, 12:30 p.m. 


Council on International Relations * Luncheon for International Guests, 
Biscayne Terrace Hotel, Starlight Room, November 9, 12:15 p.m. 


TRUSTEE DISTRICT DELEGATIONS 


First District * Biscayne Terrace Hotel, Club Room, November 8, 8:00 
a.m., breakfast meeting. Charles I. Taggart, 139 Bank St., Burlington, Vt., 
trustee. 


Second District * Everglades Hotel, Old South Room, November 7-11, 
headquarters. Percy T. Phillips, 18 E. Forty-eighth St., New York, trustee. 


Third District * McAllister Hotel, Florida Room, November 10, 8:00 a.m., 
breakfast meeting. Charles H. Patton, 235 S. Fifteenth St., Philadelphia, 
trustee. 


Fourth District * McAllister Hotel, Biscayne Room, November 8, 8:00 a.m., 
breakfast meeting. Edward R. White, 921 Bergen Ave., Jersey City, trustee. 
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Fifth District * McAllister Hotel, Bay View Room, November 9, 8:00 a.m., 
breakfast meeting. Howard B. Higgins, Montgomery Bldg., Spartanburg, 
S. C., trustee. 


Sixth District * McAllister Hotel, Florida Room, November 8, 8:00 a.m., 
breakfast meeting. Arthur F. Schopper, Professional Bldg., Kansas City, 
Mo., trustee. 


Seventh District * McAllister Hotel, Florida Room, November 8, 3:00 p.m., 
business meeting. McAllister Hotel, Biscayne Room, November 10, 8:00 
a.m., breakfast meeting. Earl G. Jones, 185 E. State St., Columbus, Ohio, 
trustee. 


Eighth District + Everglades Hotel, Fiesta Room, November 8 and 10, 8:00 
a.m., breakfast meeting. L. H. Jacob, Jefferson Bldg., Peoria, IIl., trustee. 


Ninth District + Biscayne Terrace Hotel, Panarama Room (1), November 
8, 8:00 a.m., breakfast meeting. Paul H. Jeserich, Dental School, University 
of Michigan, Ann Arbor, trustee. 


Eleventh District * Biscayne Terrace Hotel, Panarama Room (2), Novem- 
ber 8, 8:00 a.m., breakfast meeting. Clarence S. Renouard, Phoenix Bldg., 
Butte, Mont., trustee. 


Twelfth District * McAllister Hotel, Bay View Room, November 8, 8:00 


a.m., breakfast meeting. William R. Alstadt, Boyle Blidg., Little Rock, 
Ark., trustee. 


Thirteenth District * McAllister Hotel, Biscayne Room, November 7 and 9, 
8:00 a.m., breakfast meeting. Bernerd C. Kingsbury, 490 Post St., San 
Francisco, trustee. 


IN THE DENTAL FIELD 


Academy of Oral Rehabilitation of Handicapped Persons * Shore Club, 
Miami Beach, November 5. Hugh M. Kopel, 19933 Livernois St., Detroit, 
secretary. 


American Academy of Gold Foil Operators * Atlantis Hotel, Miami Beach, 
November 6. Gerald D. Stibbs, School of Dentistry, University of Washing- 
ton, Seattle, secretary. 


American Academy of the History of Dentistry * McAllister Hotel, Miami, 
Bay View Room, November 5. Harold L. Faggart, 2120 Pine St., Phila- 
delphia, secretary. 


American Academy of Oral Roentgenology * Alcazar Hotel, Miami, No- 
vember 6. David J. Seitlin, 416 Ingraham Blidg., Miami, local chairman. 


American Academy of Pedodontics + Nautilus Hotel, Miami Beach, No- 
vember 3-5. Ralph M. Erwin, Jr., Selling Bldg., Portland, Ore., secretary. 
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American Academy of Periodontology + Empress Hotel, Miami Beach, No- 
vember 4-6. Clarke E. Chamberlain, 115 North St., Peoria, Ill., secretary. 


American Association of Dental Editors * McAllister Hotel, Miami, Bay 
View Room, November 6. L. Franklin Bumgardner, Doctors Bldg., 
Charlotte, N. C., secretary. 


American Association of Dental Examiners + Biscayne Terrace Hotel, 
Miami, Starlight Room. November 5-6. Carl A. Bumstead, Stuart Bidg., 
Lincoln, Neb., secretary. 


American Association of Dental Schools + Everglades Hotel, Miami, Fiesta 
Room, November 6. Marion W. McCrea, 42 S. Greene St., Baltimore, sec- 
retary. 


American Association of Public Health Dentists + Everglades Hotel, Miami, 
Fiesta Room, November 7. Roy D. Smiley, 1330 W. Michigan St., Indian- 
apolis, secretary. 


American Board of Dental Specialties * Biscayne Terrace Hotel, Miami, 
November 7. Alvin H. Grunewald, U. 8. Naval Hospital, Great Lakes, IIl., 
secretary. 


American College of Dentists * McAllister Hotel, Miami, November 7. 
Otto W. Brandhorst, 4221 Lindell Blvd., St. Louis, secretary. 


American Dental Assistants Association * Roney Plaza Hotel, Miami Beach, 
November 7-11. Miss Mary L. Martin, First National Bank Bldg., La Porte, 
Ind., executive secretary. 


American Dental Hygienists Association * Alcazar Hotel, Miami, Novem- 
ber 6-11. Miss Margaret E. Swanson, 1735 Eye St., N.W., Washington, 
D. C., executive secretary. 


American Dental Society of Anesthesiology * Belmar Hotel, Miami Beach, 
Novernber 6-7. Jay H. Mervis, 510 Walnut St., Clairton, Pa., secretary. ° 


American Denture Society + di Lido Hotel, Miami Beach, November 5-6. 
Arthur L. Robert, Aurora National Bank Bldg., Aurora, IIl., secretary. 


American Society of Dentistry for Children * Shore Club, Miami Beach, 
November 5-7. Albert L. Anderson, Jr., 3355 Fourth Ave., San Diego, 
secretary. 


Association of American Women Dentists * Empress Hotel, Miami Beach, 
November 7-8. Mary C. DeRisi, 2800 Woodley Rd., N.W., Washington, 
D. C., secretary. 


International College of Dentists + Cadillac Hotel, Miami Beach, Novem- 
ber 7. 
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Loyola University (Chicago) Dental Alumni Association * Biscayne Ter- 
race Hotel, Club Room, Miami, 7:00 a.m., breakfast meeting, November 9. 
John J. McBride, 2524 E. 74th St., Chicago. 


National Association of Seventh-Day Adventist Dentists * Monte Carlo 
Hotel, Miami Beach, November 5-7. Franklyn C. Nelson, Progress Bulletin 
Bidg., Pomona, Calif., secretary. 


Northwestern University Alumni Association * Biscayne Terrace Hotel, 
Starlight Room, Miami, 12:15 noon, November 10. George J. Coleman, 
DuPont Building, Miami, chairman. 


Pan-American Council of Dentistry for Children * Nautilus Hotel, Miami, 
November 5. 


University of Illinois Telephone Extension Program * Biscayne Terrace 
Hotel, Room 2A, Miami, November 10, 8:00 a.m., breakfast meeting. Saul 
Levy, College of Dentistry, University of Illinois, Chicago. 


FRATERNAL GROUPS 


Alpha Omega + Delano Hotel, Miami Beach, November 7-8. Jesse Trager, 
3300 Garrison Blvd., Baltimore, secretary. 


American Dental Interjraternity Council * Sans Souci Hotel, Miami Beach, 
November 7. John C. Brauer, University of North Carolina, School of 
Dentistry, Chapel Hill, N. C., secretary. 


Delta Sigma Delta + Sans Souci Hotel, Miami Beach, November 5-8. 
Stephen G. Applegate, 4660 Buckingham Rd., Detroit, secretary. 


Psi Omega * Algiers Hotel, Miami Beach, November 8. William 5S 
Harman, 3313 West St., Wierton, W. Va. 


Xi Psi Phi * San Marino Hotel, Miami Beach, November 8. William E. 
Koch, Jr., 615 Metropolitan Bldg., St. Louis, secretary. 
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Social events 


PRESIDENT DINNER 


President and Mrs. Leslie M. FitzGerald 
will be guests of honor at the President's 
Dinner, the top social event of the 95th 
annual session. The dinner and entertain- 
ment wil! be held on Wednesday, Nov. 
10, at 7:30 p.m., in the Cotillion Room 
of the di Lido Hotel, Miami Beach. 
Tickets are $8.00 per plate. Reserva- 
tions may be made by writing C. L. Craig, 
905 Congress Building, Miami 32. Tick- 
ets will also be available during the an- 
nual meeting at information booths in 
the Hotel Columbus and in the Dinner 
Key Auditorium. Attendance will be 
limited and reservations will be made in 
the order in which requests are received. 


VIZCAYA BOAT TRIP 


A boat trip and tour of Vizcaya, the 
world-famous, castlelike home of the late 
James Deering, will be conducted Tues- 
day, November 9, for women attending 


the annual meeting. Sightseeing boats will 
leave from piers in downtown Miami at 
1 p.m. and cruise down Biscayne Bay to 
Vizcaya. Entertainment, including a 
fashion show and refreshments in the 
formal garden, will be presented preced- 
ing the tour through the fabulous home. 

Price of the complete tour, including 
entertainment, transportation and en- 
trance fee to Vizcaya, is $2.40. Tickets 
will be on sale at Dinner Key and Bay- 
front Auditoriums and at the Columbus 
Hotel. 

In the event of inclement weather, ar- 
rangements have been made to conduct 
the tour on Wednesday, November 10. 


FRATERNITY DINNERS 


The following dental fraternities will hold 
their banquets on the first evening of the 
annual session, November 8: Alpha 
Omega, Delano Hotel; Delta Sigma Del- 
ta, Sans Souci Hotel; Psi Omega, Algiers 
Hotel; Xi Psi Phi, San Marino Hotel. 


j 
348 
‘ 
alg 
2 


House of Delegates 


Lyons, Harry, Medical College of Virginia, 
Richmond, Va., speaker 

Hillenbrand, Harold, 222 
Chicago, secretary 


E. Superior St., 


Ex-officio members 


FitzGerald, Leslie M., 718 Roshek Bidg., 
Dubuque, Iowa, president 

Lynch, Daniel F., 1678 Primrose Rd., N.W., 
Washington, D.C., president-elect 

Pryor, Walter J., 1020 Rose Bldg., Cleveland, 
first vice-president 

Pankow, Charles A., 902 Main St., Buffalo, 
second vice-president 

Warrick, Hollis O., Box 773, Enid, Okla., 
third vice-president 

Camalier, C. Willard, 1726 Eye St., N.W., 
Washington, D.C., assistant secretary 

Cruttenden, Louis M 
Chicago, assistant secretary 

Washburn, H. B., Lowry Medical Arts Bldg., 
St. Paul, treasurer 

Morrey, Lon W., 222 E. Superior St., Chicago, 
editor 


Trustees 


Higgins, Howard B., Montgomery Bldg., Spar- 
tanburg, S. C. 


Jacob, L. H., Jefferson Bidg., Peoria, Il. 

Jeserich, Pau! H., 715 S. Forest Ave., Ann 
Arbor, Mich. 

Patton, Charles H., 235 S. 
delphia 

White, Edward R., 921 Bergen Ave., Jersey 
City 

Jones, Earl G., 185 E. State St., Columbus, 
Ohio 

Schopper, A. F., 914 Professional 
Kansas City, Mo. 

Taggart, Charles I., 139 Bank St., Burlington, 
Vt. 

Thom, Lewis W., 1546 Medical Arts Bldg., 
Minneapolis 

Alstadt, William R., 610 Boyle Bldg., Little 
Rock, Ark. 

Kingsbury, Bernerd C., 490 Post St., San 
Francisco 

Phillips, Percy T., 18 E. 48th St., New York 

Renouard, Clarence §S., 304 Phoenix Bldg., 
Butte, Mont. 


15th St., Phila- 


Bldg., 


Members 


ALABAMA 


Delegates 
Llewellyn, M. L., 


den 

McGavock, R. J., 914 Woodward Bldg., Bir- 
mingham 

Goodwin, W. E., 309 First 
Bldg., Montgomery 

Edwards, M. D., 132 Adams St., Montgomery 


502 Philipson Bldg., Gads- 


National Bank 


Alternates 
Dillon, L. B., 916 Woodward Bldg., Birming- 


ham 

Goodall, R. E., Philipson Bldg., Gadsden 

Strong, L. B., Jr., 2911% N. 27th St., Bir- 
mingham 

Kirkland, Olin, 722 Shepherd Bidg., Mont- 
gomery 


ALASKA 


Delegate 

Livie, Robert D., 500 K. St., Anchorage 
Alternate 

Geyer, John H., 209 Goldstein Bldg., Juneau 


ARIZONA 


Delegates 
Dent, Charles F., 3935 E. Pima, Tucson 
Pecharich, Joseph T., Box K, Jerome 
Alternates 


Winterhoff, Walter J., 523 N. Tucson Blvd., 
Tucson 


Pernell, W. Earl, 67 N. Arizona Pl., Chandler 
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ARKANSAS 


Delegates 


Hamm, Don M., P. O. Box 89, Clarksville 
Harkey, Don, Russellville 
Moseley, Hugh, Jr., Warren 


Alternates 


Flickinger, H. M., Spot Theatre Bldg., Siloam 
Springs 

Golden, Roy, Arkadelphia 

Gunn, J. V., 6252 Beech, Little Rock 


CALIFORNIA 


Delegates 


Leach, Edmund J., 464 S. Main St., Salinas 

Chartrand, Browning O., Agnew State Hos- 
pital, Agnew 

Creech, John W., 2012 Del Norte St., Berkeley 

Frates, Robert C., 656 Clement St., San 
Francisco 

Herz, Francis J., 450 Sutter St., San Francisco 

Hicok, E. L., 348 Market St., Colusa 

Loveall, Benjamin F., 1500 Marsh St., San 
Luis Obispo 

Ludwigsen, Lawrence R., 450 Sutter St., San 
Francisco 

Rutledge, C. Edward, 2500 Bissell Ave., Rich- 
mond 

Ryder, William B., Jr., 2000 Van Ness Ave., 
San Francisco 

Schraft, Robert O., 450 Sutter St., San Fran- 
cisco 

Smith, William S., 450 Sutter St., San Fran- 
cisco 

Soderstrom, Ernest F., 1024 J St., Modesto 

Taber, Loren B., 450 Sutter St., Suite 618, 
San Francisco 

Tocchini, John, 344 Fourteenth St., San Fran- 
cisco 


Alternates 


Bajuk, John H., 1551 Webster St., Alameda 

Bishop, Lyall O., 1261 Broadway South, Wal- 
nut Creek 

Butler, Clarence E., 450 Sutter St., San Fran- 
cisco 

Collins, Edward F., 314 Tenth St., Richmond 

Hunt, Vernon L., 707 I St., Eureka 

Kingsbury, B. C., Jr., 630 Tennessee St., 
Vallejo 

Kingsbury, B. C., Sr., 490 Post St., San 
Francisco 

Kneass, Marcellus S., Bank of America Bldg., 
San Jose 

McDowell, James A., 5011 Geary Blvd., San 
Francisco 


Sheppard. Clyde C., 2628 Telegraph Ave., 
Berkeley 

Tilden, Thomas E., 552 Medico-Dental Bidg., 
Sacramento 

Wallin, Michael A., 445 Georgia St., Vallejo 

QOulliber, V. John, 3798 Twenty-fifth St., San 


Francisco 


SOUTHERN CALIFORNIA 


Delegates 


Moss, C. Albert, 1401 S. Hope St., Los An- 
geles 

Bowers, James P., 124 W. Lime, Monrovia 

Wingfield, L. A., 7024 Melrose Ave., Los 
Angeles 

McNulty, Robert W., 925 W. 34th St., Los 
Angeles 

Tennis, Phillip J., 3875 Wilshire Blvd., Los 
Angeles 

Saunders, A. E., 1145 Locust Ave., Long 
Beach 

Abel, John R., 405 N. Bedford Dr., Beverly 
Hills 

Steen, John F., 2290 - 6th Ave., San Diego 

James, Allison G., 409 N. Camden Dr., Bev- 
erly Hills 

Kurtz, Bruce R., Suite 211, 960 E. Green St., 
Pasadena 

Ralston, Melvin E., Medico-Dental Bldg.. 
Pomona 

Openshaw, Rulon W., 6703 Melrose Ave., 
Los Angeles 

Tylicki, B. M., 547 E. Broadway, Long Beach 

Rounds, Jack, 3875 Wilshire Blvd., Room 603, 
Los Angeles 

Hales, Lock, 229 N. Central, ‘ ‘endale 

Wilson, John B., 1427 San ? .arino Ave., San 
Marino 

Jones, J. Lorenz, 405 N. Bedford Dr., Beverly 
Hills 


Alternates 


Openshaw, D. Lynn, 1126 Roosevelt Bldg., 
Los Angeles 

Silverman, S. Mayo, 5410 Wilshire Blvd., Los 
Angeles 

Paul, Cassius E., 325 N. Broadway, Santa Ana 

Harding, J. C. A., 311 Nutmeg St., San Diego 

Ziegler, J. Eugene, 3875 Wilshire Blvd., Room 
1206, Los Angeles 

White, John J., 2111 Eighteenth St., Bakers- 
field 

Bleecker, Harry H., 1625 Chelsea Rd., San 
Marino 

Hill, Paul K., 403 First Trust Bldg., Pasadena 

Congdon, J. N., 3416 Via Lido, Newport 
Beach 

Abramson, Allyn W., 6363 Wilshire Blvd., Los 
Angeles 
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Schultz, Arthur W., 3751 Stocker St., Suite 
205, Los Angeles 

Willey, Robert E., 3875 Wilshire Blvd., Los 
Angeles 

Halvorson, Edwin W., 5514 Wilshire Blvd., 
Los Angeles 

Gilman, C. W., 219 E. Eighth St., National 
City 

Leach, Harvey S., 3550 W. Eighth St., Los 
Angeles 

Eggleston, E. Earl, 432134 Leimert Blvd., Los 
Angeles 

Morris, Harold H., 3942 E. Fourth St., Long 
Beach 


COLORADO 


Delegates 


Downs, Robert A., 1422 Grant St., Denver 

Winn, Harold P., Greeley Bldg., Greeley 

Peterson, Fred A., 1477 Penn St., Denver 

Dwire, George J., Exchange National Bank 
Bldg., Colorado Springs 


Alternates 


Gibson, Ralph R., 1132 Republic Bidg., Den- 
ver 

Jackson, George H., 224 Empire Bldg., Denver 

Proctor, Hobart H., 412 Metropolitan Bldg., 
Denver 

Elofson, L. T., Medical Arts Bldg., Monte 
Vista 


CONNECTICUT 


Delegates 


Gillroy, Kenneth M., 65 South St., Stamford 

Gengras, Alfred J., Jr., 750 Main St., Hartford 

Harold, Frederic S., 291 Whitney Ave., New 
Haven 

Arnold, Earle S., 37 Linnard Rd., West Hart- 
ford 

Englander, Jesse J., 76 John St., Bridgeport 

Ostrander, Roger V., 20 E. Main St., Water- 
bury 

Chernoff, Phillip M., 159 Broad St., Middle- 
town 

MacDonald, Alan L., 302 State St., New 
London 


Alternates 


Quinn, Henry T., 255 Greenwich Ave., Green- 
wich 

McLaughlin, Albert A., 616 Medical Bldg., 
Bridgeport 

Kohrman, Hubert A., 323 Main St., Danbury 

Bray, Joseph A., 15 Grennan Rd., West Hart- 

ford 
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Peterson, Clarence E., 9 Elm St., Rockville 
Beebe, Ira Dow, 189 State St., Bridgeport 
Siegal, Louis R., 750 Main St., Hartford 
Hicks, Henry, 5 Glen Ct., Greenwich 


DELAWARE 


Delegates 


Musselman, Paul K., 143 W. Main, Newark 
Nelson, Clyde A., L. D. Caulk Company, Mil- 
ford 


Alternates 


Mach, Joseph, 216 Pine St., Seaford 
Kreshtool, Louis, 1700 Washington St., Wil- 
mington 


DISTRICT OF COLUMBIA 


Delegates 


Fitzgibbon, David J., 1150 Connecticut, Wash- 
ington 

Reilly, Joseph G., 2401 N. Capitol St., Wash- 
ington 

Ingersoll, William B., 1220 - 16th St., N. W., 
Washington 

Leifer, Edward D., 508 Colorado Bldg., Wash- 
ington 


Alternates 


Skinner, Victor V., 1418 Good Hope Rd., 
S. E., Washington 

O'Keefe, John A., 1801 “K” St, N. W., 
Washington 

Smallwood, W. Lawrence, 910 - 17th St 
N. W., Washington 

Hall, Charles B., 1835 Eye St., N. W., Wash- 
ington 


FLORIDA 


Delegates 


Brown, Coleman T., 601-2 Citizens Bldg., 
Tampa 

Gillespie, Rupert H., 609 Citizens Bank Bldg., 
West Palm Beach 

Kellner, A. W., P. O. Box 155, Hollywood 

Masters, C. J., 429-30 St. James Blidg., Jack- 
sonville 

Meyer, F. P., Sr., 602 Hall Bldg., St. Peters- 
burg 

Thoburn, Robert, 227 Orange Ave., Daytona 
Beach 


Alternates 


Edwards, J. E., 152 Alhambra Circle, Coral 
Gables 
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Penn, E. B., 901 Huntington Bldg., Miami 

Price, Thomas A., 808 Congress Bldg., Miami 

Stewart, Clad C., 709 Power and Light Bldg., 
St. Petersburg 

Turner, Drew H., P. O. Box 3293, Sta. F., 
Jacksonville 

York, Fred M., 640 Beach Drive North, St. 
Petersburg 


GEORGIA 


Delegates 


Garrett, William A., 833 Candler Bldg., At- 
lanta 

Wilson, F. H., Griffin 

Banks, W. H., Montezuma 

Johnston, Charles L., Canton 

Martin, Ben M., 1101 N. Monroe St., Albany 


Alternates 


Drew, William P., Brunswick 

Maxwell, Vaughn, 623 Greene St., Augusta 

Robinson, Robert D., 832 Candler Bldg., 
Atlanta 

Yarbrough, C. A., 717 Bibb Bldg., Macon 


IDAHO 


Delegates 


Jones, Leonard Y., 136 Shoshone Street East, 
Twin Falls 


Cutler, Allen R., 401 Idaho St., Boise 


ILLINOIS 


Delegates 


Gresens, Werner J., 1011 Lake St., Oak Park 

Zwisler, John A., 189 E. Court St., Kankakee 

Clopper, Paul W., 623 Jefferson Bldg., Peoria 

Starshak, T. C., 753 E. 79th St., Chicago 

Baughman, D. C., 1221 Charleston, Mattoon 

Donelan, James C., 322 United Mine Workers 
Bldg., Springfield 

Edmondson, K. C., 419 Jefferson Bldg., Peoria 

Fitz, G. Herbert, Sterry Block, Pontiac 

Harrison, C. W., 118 S. Seminary St., Col- 
linsville 

Hayes, Harold H., 2376 E. 71st St., Chicago 

Holt, Leonard C., 12659 Western Ave., Blue 
Island 

Hughes, L. W., 55 E. Washington St., Chicago 

Hundley, Robert A., 39'5-A Waverly St., 
Rast St. Louis 

Isenberger, C. F., Lanark 

Kartheiser, P. J., 502 Graham Bldg., Aurora 


Kleiman, S. R., 2348 N. Western Ave., Chi- 
cago 

Luebke, Edward W., 3166 Lincoln Ave., Chi- 
cago 

Miller, Guy W., 715 Lake St., Oak Park 

Opdahl, Olaf S., 6280 W. North Ave., Chicago 

Pollock, Robert J., 5615 W. Lake St., Chicago 

Porto, Joseph F., 25 E. Washington St., 
Chicago 

Silberhorn, Otto W., 311 E. Chicago Ave., 
Chicago 

Smith, Richard H., 119% S. Lafayette, Ma- 
comb 

Sowle, William H., 314 Nu-State Bldg., Rock- 
ford 

Stine, Corvin F., 636 Church St., Evanston 

Winter, Walter W., 369 W. Prairie, Decatur 

Zielinski, Joseph B., 3147 Logan Blvd., Chi- 
cago 


Alternates 


Wenger, Herman R., 5601 W. Irving Park 
Rd., Chicago 

Muchow, Ralph W., 102 N. Spring St., Elgin 

White, J. Ronald, 535 Jefferson Bldg., Peoria 

Milas, V. B., 2559 W. 63rd St., Chicago 

Geffert, Alvin D., 502 Robeson Bldg., Cham- 
paign 

Bradley, Ross H., 503 Farmers Bank Bldg., 
Jacksonville 

Cart, J. F., 509 Jefferson Bidg., Peoria 

Vessell, J. H., Roland Bldg., Bloomington 

Beadle, V. A., 222'% S. Illinois St., Carbon- 
dale 

Carlton, J. R., 2612 E. 75th St., Chicago 

Wells, Robert J., 1525 E. 53rd St., Chicago 

Solfronk, G. W., 30 N. Michigan Ave., Chi- 
cago 

Wilbret, M. E., 12th and Main Sts., Belleville 

Vogelei, G. B., 315 Second National Bank 
Bidg., Freeport 

Danforth, Harry D., Box 114, Cissna Park 

Gould, Gerson M., 755 N. Ashland Ave., 
Chicago 

Baumann, E. W., 108 N. Evergreen Ave., 
Arlington Heights 

Wise, Donald G., 25 E. Washington St., Chi- 
cago 

Osmanski, William T., 4753 Broadway, Chi- 
cago 

Madda, Carl J., 25 E. Washington St., Chi- 
cago 

Fisher, Wayne L., 1525 E. 53rd St., Chicago 

Boothe, Russell G., 4753 Broadway, Chicago 

Tarpley, Hugh M., 804 W.C.U. Bldg., Quincy 

Nyboer, Andrew, 209 Seventh St., Rockford 

Placek, B., 1545 West Division St., Chicago 

Carpenter, Donald L., 106 N. Vermilion, Dan- 
ville 

Tuck, Robert F., 4010 W. Madison St., 
Chicago 
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INDIANA 


Delegates 


Kelly, W. N., 806 Blackman St., Clinton 

Barb, William E., 668 E. Maple Rd., In- 
dianapolis 

Barnhill, Denzil C., 400 Bankers Trust Bldg., 
Indianapolis 

Asher, Paul H., 3807 Washington St., Gary 

Baker, Frederick C., 508 Calumet Bldg., Ham- 
mond 

Montgomery, E. A. W., 1006 Hulman Bldg., 
Evansville 

Griswold, J. H., 
Richmond 

Hine, Maynard K., 112! 
Indianapolis 

Crum, Walter A., 514 W. Main St., Richmond 


218 Medical Arts Bldg., 


W. Michigan St., 


Alternates 


Shoemaker, W. R., 517 Citizens Bank Bldg., 
Anderson 

Wheeler, L. O., 230 Blackman St., Clinton 

Border, S. L., Monon 

Hayden, Hughe C., 
Hammond 

Schoenherr, Eldo H., 1525 Oxford St., Fort 
Wayne 

Smith, William T., 5305 Hohman Ave., Ham- 
mond 

Mayfield, C. T., 306 Armstrong Landon Bldg., 
Kokomo 

Risk, Paul A., 401 Schultz Bldg., Lafayette 

Beeson, John H., 103% N. Washington St., 
Crawfordsville 


5231 Hohman Ave., 


IOWA 


Delegates 


Berney, James E., Davenport Bank Bldg., 
Davenport 

Larson, L. N., 432 Carver Bldg., Fort Dodge 

Dick, Leo G., Oakland 

Goen, Don J., Manchester 

Anderson, Glenn C., Avoca 

Foster, John E., Hampton 

Wilson, Harry, 639 Insurance Exchange Bldg., 
Des Moines 


Alternates 


Eaton, E. M., 1011 American Bldg., Cedar 
Rapids 
Pillars, F. W., 
Moines 
Carl, C. E., 603 First National Bldg., Waterloo 

Hoffman, Karl R., Algona 
Bliss, Cecil, 812 Frances Bldg., Sioux City 
Bridge, Floyd, Storm Lake 
Stonebrook, H. W., Eldora 


808 Equitable Bldg., Des 


KANSAS 


Delegates 


Carothers, Frank C., Carter Bldg., Garnett 

Lucas, J. Wesley, 1011 First National Bank 
Bldg., Wichita 

Richmond, Fred A., 861 Brotherhood Bldg., 
Kansas City 

Stalker, Clinton L., 727 Mills Bldg., Topeka 


Alternates 


Teall, Gordon L. Hiawatha 

Edwards, Harold J., A. C. 
Arkansas City 

Bunker, Herbert L., Junction City 

Hedge, Dan A., Hoisington 


Office Bldg., 


KENTUCKY 


Delegates 


McElrath, H. M., Box 287, Murray 

Myers, R. E., 129 E. Broadway, Louisville 

Willis, E. A., 115 E. 4th St., Owensboro 

Coxwell, A. B., 1976 Douglass Blvd., Louis- 
ville 


Bach, M. T., 302 E. 3rd St., Newport 


Alternates 


Draper, C. D., McLeod Bldg., Madisonville 

Atkinson, J. A., 896 Starks Bldg., Louisville 

Tagliarino, V. A., 2406 S. Preston St., Louis- 
ville 

Wagers, Lyman E., 305 Bank of Commerce, 
Lexington 


LOUISIANA 


Delegates 


Smith, J. Melville, 1224 Maison Blanche 
Blde., New Orleans 

Smith, Alfred E., 1936 §S. Carrollton Ave., 
New Orleans 

Earnest, J. Claude, 611 Bernhardt Bldg., Mon- 
roe 

Pope, Thomas W., Jr., 407 Medical Arts Bldg., 
Shreveport 

McHardy, Colin A., Guaranty Income Life 
Bidg., Baton Rouge 


Alternates 


Dupuy, Larry, 808 Maison Blanche Bldg., 
New Orleans 

Wolfe, Fred J., Sr., Maison Blanche Bldg., 
New Orleans 

Wehner, Barney B., 203 Weber Bldg., Lake 
Charles 

Gray, James §., 423 Slattery Bldg., Shreveport 

Lorio, Alvin B., Roumain Blidg., Baton Rouge 
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MAINE 


Delegates 


Easton, Arthur W., Norway 
Appleby, Alva S., Skowhegan 
Maxfield, Carl, 31 Central St., Bangor 


Alternates 


Woods, Fred S., 704 Congress St., Portland 
Derbyshire, Raymond A., Skowhegan 
Peaslee, Edward W., Green St., Augusta 


MARYLAND 


Delegates 


Pessagno, E. L., Medical Arts Bldg., Baltimore 

Nuttall, E. B., 409 Georgia Ct., Towson 

Preis, Kyrle W., 700 Cathedral St., Baltimore 

Clendenin, George B., 4406 East-West High- 
way, Bethesda 

Cramer, Morris, 2352 Eutaw PI., Baltimore 


Alternates 
Leonard, R. C., 2411 N. Charles St., Balti- 


more 

Anderson, George M., 3700 N. Charles St., 
Baltimore 

Conner, Harold H., 7930 Georgia Ave., Silver 
Spring 

Freitag, Irwin, 4630 Montgomery Ave., Be- 
thesda 

Emmart, L. Lynn, 4715 Liberty Heights Ave., 
Baltimore 


MASSACHUSETTS 


Delegates 


Grossman, Maurice F., 301 Essex St., Law- 
rence 

Fink, George J., 416 Marlborough St., Boston 

Tingley, Harold E., 12 Bay State Rd., Boston 

Carpenter, Victor H., 99 Bay State Rd., Bos- 
ton 

Bommer, Arno M., 349 Broadway, Revere 

Sturgis, Edwin A., 40 Pleasant St., Marble- 
head 

Dionne, Eugene J., 273 N. Main St., Fall 
River 

Sawtell, Merton E., 196 Main St., Brockton 

Marx, William C., 316 High St., Holyoke 

Thibert, Joseph A. N., 470 Main St., Fitch- 
burg 

Seaman, Walter R., 69 Federal St., Pittsfield 

Brown, George Cowles, 332 Main St., Worces- 
ter 

Kennedy, Walter J., 43 Pleasant St., Hyannis 

Rogell, Bernard C., 6 Pleasant St., Malden 


Alternates 


Riley, William A., 180 Essex St., Lawrence 
Blasi, John V., 29 Commonwealth Ave., Bos- 
ton 
Buttner, Frederic D., 23 S. Fair View St., 
Roslindale 
Cosgrove, William L., 12 Waltham St., Lex- 
ington 
DiStasio, Joseph G., 234 Beach St., Revere 
Pickering, Clinton W., 23 Central Ave., Lynn 
Smith, George R., Main St., Chatham 
Quinn, Thomas W., 1245 Hancock St., Quincy 
Moran, John F., 44 Vernon St., Springfield 
Smith, Isadore W., 27 Main St., Leominster 
Gregory, Sirak K., 16 South St., Pittsfield 
Rubin, Joseph S., 507 Main St., Worcester 
Bohaker, Karl A., 142 Main St., Falmouth 
Trevor, Frederick A., 775 Main St., Melrose 


MICHIGAN 


Delegates 


Teal, D. M., 210 S. Main, Yale 

Walmoth, R. W., 901 Mutual Bldg., Detroit 
Hart, R. A., 427 N. Michigan Ave., Saginaw 
Diedrich, A. V., 14015 Gratiot Ave., Detroit 
Donnelly, A. J., 406 Muskegon Bldg., Muske- 


gon 

Short, J. R., 2901 S. Westnedge Ave., Kala- 
mazoo 

Harling, C. W., 15510 Mack Ave., Grosse 
Pointe 

Ostrander, F. D., University of Michigan, 
School of Dentistry, Ann Arbor 

Lowther, A. H., 811 Mutual Bldg., Detroit 

Wertheimer, Fred, Michigan Department of 
Health, Lansing 

Sanregret, R. J., Lawenstein Bldg., Negaunee 

Cheney, E. A., 1201 Bank of Lansing Bldg., 
Lansing 

Leitch, M. A., 14807 West McNichols Rd., 
Detroit 

Ryan, K. J., 901 Welch Blvd., Flint 

Beukema, J. P., 833 Lake Drive, 8. E., Grand 
Rapids 

Jesson, S. P., 1083 E. Maple, Birmingham 


Alternates 


Kelly, C. A., Sandusky 

Brooks, G. R., First National Bank Bldg., 
Rochester 

Klinesteker, R. E., 216 Metz Bldg., Grand 
Rapids 

Tossy, C. V., Michigan Department of Health. 
Lansing 

Jamieson, Charles H., 563 David Whitney 
Bidg., Detroit 

Shehan, H. L., 601 Jackson City Bank Bidg., 
Jackson 
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Sawicki, A. C., 7012 Michigan Ave., Detroit 
Gotschall, Neil D., 7627 E. Jefferson, Detroit 
Champagne, J. L., 3714 West McNichols Rd., 
Detroit 
Matson, Charles H., 409 Dryden Bldg., Flint 
Blight, H. E., 568 Fisher Bldg., Detroit 
Blackerby, P. E., 31 Piper St., Battle Creek 
Schied, E. L., 610 South Brown St., Jackson 
Burkman, N. W., 525 West Merrill, Bir- 
mingham 
Rochon, Rene, 630 E. Jefferson, Detroit 
Andrews, L. H., 1619 Niles Ave., St. Joseph 


MINNESOTA 


Delegates 


Walls, M. G., 1470 Lowry Medical Arts Bldg., 
St. Paul 
Dickson, W. A., !535 Medical Arts Bldg., 
Minneapolis 
MacQueen, W. W., 805 Physicians and Sur- 
geons Bldg., Minneapolis 
Lindstrom, R. L., 603 Lowry Medical Arts 
Bidg., St. Paul 
Hooper, R. D., 242 South Cleveland Ave., St. 


Paul 

Dunton, R. L., 1752 Medical Arts Bidg., 
Minneapolis 

Clark, D. R., 747 Medical Arts Bldg., Min- 
neapolis 


Sitz, C. D., Austin 

Mackay, Donald R., 925 Lowry Medical Arts 
Bidg., St. Paul 

Colby, H. E., 1850 Medical Arts Bldg., Min- 
neapolis 

Wenberg, R. L., Mountain Lake 


Alternates 


Schouweiler, A. P., Red Wing 

Farringer, S. B., Parkers Prairie 

Hyde, Walter, 4741 Fremont Avenue South, 
Minneapolis 

Wright, M. R., Fergus Falls 

Cassel, Carl V. E., 242 Lowry Medical Arts 
Bidg., St. Paul 

Johnson, H. E., Albert Lea 

Epstein, I. A., 543 Lowry Medical Arts Bldg., 
St. Paul 

Crawford, W. H., School of Dentistry, Uni- 
versity of Minnesota, Minneapolis 

Menson, Harvey M., Moorhead 

Wilson, D. W., Belle Plaine 

Siman, R. E., Crookston 


MISSISSIPPI 


Delegates 
Boswell, John C., Lamar Blidg., Jackson 
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Williams, Claude, Carter Bldg., Hattiesburg 
Burnham, T. J., Magee 


Alternates 


Blackburn, Estes, 949 North St., Jackson 
McCarty, G. A., Plaza Bldg., Jackson 
Nash, Charles, III, Tupelo 


MISSOURI 


Delegates 


Brock, D. W., 6026 Enright Ave., St. Louis 

Connelly, Cecil C., 4660 Maryland Ave., St 
Louis 

Kornfeld, Max, Missouri Theatre Bldg., St. 
Louis 

Main, L. R., 3556 Caroline St., St. Louis 

Ross, Gordon L., 926 Professional Bldg., 
Kansas City 

Hamilton, Buford B., Richmond Clinic, Rich- 
mond 

White, William W., 6333 Brookside Plaza, 
Kansas City 

Suggett, E. D., 201 Merchants Bank Bldg., 
Jefferson City 

Bredall, G. H., Perryville 

Weedin, James E., 310 Tootle Bldg., St. 
Joseph 


Alternates 


Rosen, Ralph, 818 Olive St., St. Louis 

Behrens, Theodore A., Paul Brown Bidg., St. 
Louis 

Marre, John, Missouri Theatre Bldg., St. 
Louis 

Koch, W. E., Jr., Metropolitan Bldg., St. 
Louis 

Sterling, M. A., 7400 Wornall Rd., Kansas 
City 

Frost, Ralph, 512 Bryant Bldg., Kansas City 

Dillon, E. L., 825 Professional Bidg., Kansas 
City 

Holt, C. B., 502 Medical Arts Bldg., Spring- 
field 

Cornwall, H. H., Charleston 

Kapp, James W., 308 Tootle Bidg., St. Josepl 


MONTANA 


Delegates 

Elder, D. J., First National Bank Bldg., Miles 
City 

Vedova, E. G., P. O. Box 311, Roundup 


Alternates 


Gray, C. N., Glasgow 
Beveridge, Charles D., Hart-Albin Bldg., 
Billings 
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NEBRASKA 


Delegates 


Mullins, T. P., Chadron 

Pierson, F. A., 1112 Federal Securities Bldg., 
Lincoln 

Lillibridge, C. C., Crete 

Baker, C. E., David City 

Cahoy, A. L., Benson Medical Center, Omaha 


Alternates 


Lamphere, W. W., 2720 O St., Lincoln 
Krim, J. G., 513% Court St., Beatrice 
McDonnell, C. H., 704 Barker Bldg., Omaha 
Shupe, G. W., Wayne 

Langfeldt, R. C., McCook 


NEVADA 


Delegate 

Cafferata, H. E., 190 Mill St., Reno 
Alternate 

Nelson, L. M., Medico-Dental Bldg., Reno 


NEW HAMPSHIRE 


Delegates 


Thomson, James A., Drinkwater Rd., Exeter 
Williams, Floyd E., 814 Elm St., Manchester 


Alternates 


Marion, George ©., 211 Main St., Nashua 
Stuart, William F., 19 Pleasant St., Claremont 


NEW JERSEY 


Delegates 


White, Edward R., 921 Bergen Ave., Jersey 
City 

Gindin, Jac P., 280 Hobart St., Perth Amboy 

Owens, John S., 407 Cooper St., Camden 

Champlin, T. R., 525 Park Ave., Plainfield 

Burns, James R., 46 S. Olden Ave., Trenton 

Westcott, Eugene R., The Mayfair Apartments, 
Atlantic City 

Nelson, Alfred W., 196 The Plaza, West Engle- 
wood 

Lyons, Stephen M., 382 Springfield Ave., 
Summit 

Crowe, Charles P., 521 Main St., East Orange 

Lentz, Maxwell J., 655 Main Ave., Passaic 

Saporito, Louis A., 15 Washington St., Newark 

Quirk, Pierce A., 921 Bergen Ave., Jersey City 

Newman, Eugene W., 16 Wallace St., Red 
Bank 
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Galdieri, D. J., Park Square Bldg., Morristown 
Giblin, William A., 85 Park St., Montclair 


Alternates 


Rosenwasser, Benjamin, 4809 Bergenline Ave., 
Union City 

Levy, Milton, 18 Hamilton St., Bound Brook 

White, George J., 12 Broad St., Riverton 

Powers, Vhomas F., 819 Park Ave., Plainfield 

Wilson, Walter A., 28 Duncan Ave., Jersey 
City 

Brown, Benjamin A., 2701 Pacific Ave., At- 
lantic City 

Heydon, Luther, 78 Central Ave., Hackensack 

Burroughs, C. E., 382 Springfield Ave., Sum- 
mit 

Carr, John G., 407 Cooper St., Camden 

Frost, Michael, 602 Van Houten Ave., Clifton 

Fitzsimmons, L. J., 144 South Harrison Ave., 
East Orange 

Zlonczewski, Edward, 562 Jersey Ave., Jersey 


City 

Campi, John G., Medical Arts Bldg., Asbury 
Park 

Gindes, Jack J., 45 Washington St., Morris- 
town 


Paul, Frank, 148 Central Ave., Montclair 


NEW MEXICO 


Delegates 


Eilar, J. S., 7 Medical Arts Square, N. E., 
Albuquerque 
Voda, I. L., 614% Douglas, Las Vegas 


Alternates 


Phelan, John K., Sunshine Blidg., 2nd and 
Central, Albuquerque 
Haines, Ben H., 271 West Griggs, Las Cruces 


NEW YORK 


Delegates 


Abeloff, A. J., 8638 Bay Parkway, Brooklyn 
Abelson, Louis I., 200 W. 59th St., New York 
Asgis, Alfred J., 7 E. 42ad St., New York 
Bedell, Walter R., 49 Market St., Pough- 
keepsie 
Dunn, Lawrence J., 80 Hanson PI., Brooklyn 
Besdine, Matthew, 1182 Dean St., Brooklyn 
Bisnoff, Harry, 89-21 153rd St., Jamaica 
Blutau, Theodore C., 89 East Ave., Rochester 
Bowman, Ralph J., 121 E. 60th St., New York 
Burchell, Raymond F., 46 Main St., Akron 
Burns, William McGill, 80 Hanson PI1., Brook- 
lyn 


Clug, Bernard, 17 Park Ave., New York 
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Conn, Robert W., 4525 Main St., Snyder 

Douglass, Crawford S., 53 Chestnut St., 
Oneonta 

Eaton, Leonard J., 115 Park Ave., Mt. Vernon 

Fennelly, William A., 33 W. 42nd St., New 
York 

Flynn, John T., Harwood Bldg., Scarsdale 

Friedman, Joel, 499 Lincoln Pl., Brooklyn 

Gale, E. Harold, 142 Washington St., Albany 

Gavin, John R., 216 Exchange Bank Bldg., 
Olean 

Gordon, Leo, 2 W. Park Ave., Long Beach 

Greenwood, George D., 1172 Sibley Tower 
Bldg.. Rochester 

Heckler, Maxwell A., 366 Madison Ave., New 
York 

Heinze, Robert L., | Hanson PI., Brooklyn 

Hoffman, Samuel C., 91 Fulton Ave., Hemp- 
stead 

Isaacson, Samuel A., 501 Madison Ave., New 
York 

Lawrence, Harley, 20 E. Market St., Corning 

Lewis, J. Brayton, Pilgrim State Hospital, 
West Brentwood 

Lifschutz, Alex N., 616 E. 19th St., Brooklyn 

McCormack, O. J., 400 Keith Theater Bldg., 

Syracuse 


McHugh, Francis X., 576 Fifth Ave., New 


York 
Michaelson, M. E., 240 Central Park South, 
New York 


Miller, Donald H., 109 Walnut St., Elmira 

Morse, Arthur, 111-19 103rd Ave., Richmond 
Hill 

Morse, Roland E., 14 W. 49th St., New York 

Obst, Joseph J., 8 Seventh Ave., Brooklyn 

Pammenter, Elmer J., 480 Van Voorhis Ave., 
Rochester 

Pankow, Charles A., 902 Main St., Buffalo 

Phillips, Percy T., 18 E. 48th St., New York 

Queern, John B., Sr., 1130 State St., Sche- 


nectady 
Ralbovsky, William A., 45 Main St., Johns- 
town 


Schick, Edgar C., 121 North Pearl St., Albany 

Squires, Franklin A., 170 Maple Ave., White 
Plains 

Stein, Frank, 385 Main St., Poughkeepsie 

Stern, Maurice N., 114-06 Queens Bilvd., 
Forest Hills 

Taub, Herbert L., 88-56 163rd St., Jamaica 

Teich, Isidore, 535 Fifth Ave., New York 

Wagner, Adolph G., 542 Rogers Ave., Brook- 
lyn 

Wells, C. Raymond, 1 DeKalb Ave., Brooklyn 

Westermeier, Richard F., 4 Cazenovia St., 
Buffalo 

Wilkie, Charles A., 1 Hanson PI., Brooklyn 

Zillmann, Paul W., 29 Walden Ave., Buffalo 

Cullen, T. R., 189 W. Ist St., Oswego 
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McMahon, K. W., Keith Bldg., Syracuse 


Alternates 
Albert, Harry, 57 W. 57th St., New York 


Amsterdam, Charles, 161-01 Jamaica Ave., 
Jamaica 

Bowman, Harold D., 89 East Ave., Rochester 

Boynton, Allan G., 33 W. 42nd St., New York 

Burr, LeRoy E., 97 Park Ave., Yonkers 

Cheney, Howard A., 377 S. Broadway, Yonk- 
ers 

Corn, Arthur, 88-56 163rd St., Jamaica 

Curran, William S., 630 Fifth Ave., New York 

D’Alecy, Anthony J., 174 Targee St., Staten 
Island 

Dunn, Lawrence J., 80 Hanson PI., Brooklyn 

Frank, William J., Franklin St., Watkins Glen 

Gleason, James P., 458 Chili Ave., Rochester 

Greiper, Benjamin A., 369 E. 149th St., New 
York 

Haran, Allan T., 2728 Tilden Ave., Brooklyn 

Hunn, David E., 46 Second St., Troy 

Kettenring, Alfred W., 20 S. Broadway, Yonk- 
ers 

Kupfer, I. J., 557 E. 26th St., Brooklyn 

LaBorne, Charles A., 80 Hanson PI., Brooklyn 

Lodico, Louis J., 452 W. Church St., Elmira 

LoGrasso, Major Anthony, Dental Clinic, 
North Post, Ft. Myer, Arlington, Va. 

McKinnon, Malcolm J., Sibley Tower Bldg., 
Rochester 

Meinhardt, Harry, Box 755, Kingston 

Morris, J. Harold, Hudson River Street Hos- 
pital, Poughkeepsie 

Mulcahy, Lawrence L., Jr., 401 E. Main St., 
Batavia 

O’Brien, Donald, 33-50 158th St., Flushing 

Pautler, Arthur J., 207 Bewley Bldg., Lockport 

Salzmann, J. A., 654 Madison Ave., New York 

Seldin, Jules B., 8 W. 40th St., New York 

Shapiro, Gerald I., 37 E. 36th St., New York 

Solomon, Harold A., 663 N. Oak St., Buffalo 

Standard, Stanley G., 225 W. 34th St., New 


York 

Tanchester, David, 120 Central Park South, 
New York 

Taylor, Walter E., 9 St. Bernard St., Saranac 
Lake 


Thomas, Thomas W., 35 N. Main St., Warsaw 


Webb, William R., 3441 79th St., Jackson 
Heights 


Wenig, Hyman L., 253-02 Northern Bilvd., 
Little Neck 


Yaffee, Morris, 301 Rogers Bidg., Glens Falls 
Adams, E. P., 204 Sherman St., Watertown 
Jutton, Daniel, State Tower Bldg., Syracuse 
Nobert, O. E., 220 W. Court St., Rome 
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Houghton, W. G., Woolworth Bldg., Water- 
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NORTH CAROLINA 


Delegates 

Walker, B. N., 301-A Hawthorne Lane, Char- 
lotte 

Branham, J. Walton, 200 Masonic Temple, 
Raleigh 


Poindexter, C. C., Jefferson Bidg., Greensboro 
Jackson, Wilbert, Rich Bldg., Clinton 
Jones, Paul, S. Main St., Farmville 


Alternates 


Hunt, Fred, Box 926, Rocky Mount 

Alford, F. O., 1109 Liberty Life Bldg., Char- 
lotte 

Coffey, Ralph D., Kibler Bldg., Morganton 

Fitzgerald, Paul, Sr., Box 538, Greenville 

Thompson, H. K., 802 N. C. Bank Bldg., 

Wilmington 


NORTH DAKOTA 


Delegates 
Corbett, V. A., First National Bank Bldg., 
Minot 


Fergusson, C. O., Jamestown 


Alternates 


Smeby, A. L., Lincoln Hotel Bldg., Northwood 
Sand, R. A., 807-Broadway, Fargo 


OHIO 


Delegates 


Schmid, S. A., 1104 Federal Reserve Bank 
Bidg., Cincinnati 

Creig, Ralph E., 10465 Carnegie Ave., Cleve- 
land 

Wylie, W. L., 2165 Adelbert Rd., Cleveland 

Lilly, T. E., 710 Fidelity Bldg., Dayton 

Warren, Peter J., 14805 Detroit Ave., Lake- 
wood 

Postle, W. D., College of Dentistry, Ohio State 
University, Columbus 

Sterling, W. J., 6412 Lorain Ave., Cleveland 

Aufderheide, P. J., 946 Rose Bldg., Cleveland 

Jarvis, H. C., 716 Mercantile Library, Cincin- 
nati 

Steffel, V. L., 19 W. Fifth Ave., Columbus 

Hoppe, H. J., 4187 Pearl Rd., Cleveland 

McDermott, T. J., 821 Rose Bidg., Cleveland 

Robinson, H. B. G., College of Dentistry, Ohio 
State University, Columbus 

Adair, W. G., 3823 Glenway Ave., Cincinnati 

Heibert, A. C., 1035 Second National Bldg., 
Akron 

Lowry, E. D., 79 E. State St., Columbus 

Smith, H. B., 336 E. State St., Columbus 

Reifke, J. T., 912 Rose Bldg., Cleveland 
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Alternates 


Helms, R. W., 1618 Broadway, Toledo 

Geurink, H. J., 858 Rose Bldg., Cleveland 

Boucher, C. ©., 317 Beggs Bldg., Columbus 

Wolford, W. H., 708 Farmers Bank Bldg., 
Mansfield 

Niedhamer, H. J., 908 Provident Bank Bldg., 
Cincinnati 

Hebble, C. H., 327 E. State St., Columbus 

Bach, E. N., 305 Professional Bldg., Toledo 

Moriarty, J. L., 131 E. Main St., Chillicothe 

Peterson, L. B., 510 Sinclair Bldg., Steuben- 
ville 

Meier, L. C., 4169 Pearl Rd., Cleveland 

Svetlik, G. A., 765 Rose Bldg., Cleveland 

Hartman, J. A., 1809 Union Central Bldg.. 


Cincinnati 


OKLAHOMA 


Delegates 


Pitney, Fred O., Medical Arts Bldg., Okla- 
homa City 

Warrick, H. O., Broadway Tower Bldg., Enid 

Reichmann, F. J., Medical Arts Bldg., Okla- 
homa City 

Wagner, H. N., Box 904, Henryetta 


Alternates 


Hess, C. A., Durant 
Wright, L. D., Osler Bldg., Oklahoma City 
McCracken, C. E., 1307 S. Main, Tulsa 

Calkin, Rolla C., Calkin Bldg., Guthrie 


OREGON 


Delegates 


Holder, Thomas H., Selling Bldg., Portland 

Cooper, Ralph G., Selling Bldg., Portland 

Hurley, Willard, Selling Bldg., Portland 

Redpath, George, Medical Dental Bldg., Port- 
land 

Crump, John D., Ontario 


Alternates 


Kramer, Harold, Weatherly Bldg., Portland 

Stone, Robert B., U. S. National Bank Bld¢., 
Corvallis 

Barnum, William L., Morgan Bldg., Portland 

Hurley, Ernest A., 809 N. E. 6th, Portland 

Fixott, H. Cline, Jr., Medical Dental Bldg, 
Portland 


PENNSYLVANIA 


Delegates 

Butts, Homer D., Jr., 491 Union Trust Bldg., 
Pittsburgh 

Fox, Thomas P., 1930 Chestnut St., Philadel- 
phia 


i 

Wve 
as: 


Wade, Walter F., 258 W. 10th St., Erie 

Timmons, G. D., 3223 N. Broad St., Phila- 
delphia 

Sissman, Isaac, 4041 Jenkins Arcade, Pitts- 
burgh 

Patton, C. H., 235 S. 15th St., Philadelphia 

Burket, L. W., 4001 Spruce St., Philadelphia 

Hess, Lawrence E., 1243 West Allegheny Ave- 
nue, Philadelphia 

Swanson, William F., 5326 Pocussett St., Pitts- 
burgh 

Carnahan, D. §S., 6149 Jenkins Arcade, Pitts- 
burgh 

Gahles, E. M., Regent Bldg., Beaver Falls 

Frank, V. H., 1800 Pine St., Philadelphia 

Zimmerman, M. D., Warne Clinic Bildg., 
Pottsville 

Herbine, F. W., 230 N. Fifth St., Reading 

Cerino, E. R., 2862 N. 27th St., Philadelphia 

Reichard, H. C., Riant Theatre Bldg., Con- 
shohocken 

Bodycomb, R. M., 47 Main St., Dallas 

Albert, E. H., 821 Chestnut St., Lebanon 

Goho, Albert, 513 N. Second St., Harrisburg 

Gelnett, Arthur J., 102 S. Front St., Milton 

Wicks, R. T., 800 Johnstown Trust Bldg., 
Johnstown 

Lind, William F., 88 Fraley St., Kane 

O'Leary, J. T., 112 W. Main St., Girard 

Oakley, C. E., 307 Castle Shannon Bilvd., 
Pittsburgh 


Alternates 


Willits, H. K., 750 N. 10th St., Reading 
Schock, Paul R., 1930 Chestnut St., Phila- 
delphia 
Jewells, R. W., 132 E. Broad St., Tamaqua 
Watson, H. C., 1101 Edgmont Ave., Chester 
Yerkes, L. E., 825 Linden St., Allentown 
Smith, K. S., 1930 Chestnut St., Philadelphia 
Gilbert, E. G., 110 N. Ninth St., Allentown 
Harkins, C. S., Box 176, Osceola Mills 
Brown, E. A., 301 Bittner Bldg., Sunbury 
Daubenspeck, P. G., 753 E. 21st St., Erie 
McGee, P. T., 51 W. Third St., Williamsport 
Everett, Edward, 308 Centennial Bldg., New 
Castle 
Watson, H. C., 1101 Edgmont Ave., Chester 
Finnerty, E. Harold, 409 Medical Arts Bldg., 
Scranton 
Brennan, N. C., 13 S. Main St., Shenandoah 
Kline, H. K., 508 Luzerne St., Johnstown 
White, John F., 522 Main St., Clarion 
Boucek, G. P., 550 Grant St., Pittsburgh 


PUERTO RICO 


Delegates 


Gonzalez, Jose M., Box 624, San Juan 
Davila-Diaz, Ernesto, Edificio Plaza, San Juan 
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Alternates 


Ordonez, Fernando, Box 624, San Juan 
de Jesus, Lemuel, Box 624, San Juan 


RHODE ISLAND 


Delegates 


Biderman, Morris L., 144 Westminster St., 
Providence 

Bessette, Edgar L., 1745 Broad St., Cranston 

Friedman, Bernard C., 2 Ayrault St., Newport 


Alternates 


Migliaccio, Nicholas, 1467 Westminster St., 
Providence 

MacIntosh, William D., 506 Industrial Trust 
Bidg., Providence 

Allen, J. Stafford, 501 Union Trust Bldg.. 
Providence 


SOUTH CAROLINA 


Delegates 

Higgins, H. B., 927 Montgomery Bidg., 
Spartanburg 

Hines, F. B., 1239 Fifth St., Hartsville 

Hair, P. B., 701 Andrews Bidg., Spartanburg 
Alternates 


Douglass, J. W., Jr., South Carolina National 
Bank Bidg., Greenville 


SOUTH DAKOTA 


Delegates 


Bergh, I. G., Citizens National Bank Bldg., 
Watertown 
Shaeffer, James H., Parker 


Alternates 


Thelen, Leo N., 310-A W. 18th St., Sioux 
Falls 

Stockstad, Walter P., 304 Boyce-Greeley Bidg., 
Sioux Falls 


TENNESSEE 


Delegates 


Jarrell, Monroe L., Medical Arts Bldg., Chat- 
tanooga 

Martin, W. Wyatt, Pulaski 

Oliver, Oren A., 1915 Broadway, Nashville 

Sharp, J. Guilford, Medical Arts Bidg., Knox- 


ville 
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Towner, Justin D., Exchange Bldg., Memphis 
Ballentine, Andrew M., King Bldg., Pulaski 


Alternates 


Sullivan, D. A., 590 Church St., N. E., Cleve- 
land 

Morgan, Calvin V., Hamilton Bank Bldg., 
Johnson City 

Maxey, Frank S., Bennie Dillon Bldg., Nash- 


ville 

Shanlever, Sam R., Bank of Knoxville Blde., 
Knoxville 

Jennings, Clyde E., 866 S. Cooper St., Mem- 
phis 


McCulley, Wayne L., Brown Bldg., Cleveland 


TEXAS 


Delegates 


Murphey, Phelps J., 3702 Fairmount, Dallas 

Lynn, Roland, Medical Arts Bldg., Dallas 

Watson, Otis C., Capital National Bank Bldg., 
Austin 

McNeil, W. C., Silsbee 

Cunningham, C. L., First National Bldg., E! 
Paso 

Taylor, C. M., 1018 Esperson Bldg., Houston 

Ogle, Willard, 3607 Gaston Ave., Dallas 

Jackson, Hubert, 1111 Medical Arts Bldg., San 
Antonio 

Bridgford, RK. D., 446 Walnut, Colorado City 

Rogers, James S., Medical Professional Bldg., 


Amarillo 
McMurray, Crawford A., Alexander Bldg., 
Ennis 


Shaffer, O. J., 1501 Arizona St., El Paso 


Alternates 


Snider, Bruce W., Thompson Bldg., Breck- 
enridge 

Burgess, B. Edward, 2418 Travis, Houston 

Bailey, J. W., Medical Professional Bldg., 
Corpus Christi 

Wyrick, John C., Texarkana National Bank 
Bldg., Texarkana 

Holland, J. D., Veterans Administration, Waco 

Malinak, L. I., 304 Professional Bldg., Temple 

Rutherford, Joseph H., 2505 Washington Ave., 
Waco 

Odom, A. J., Goodhue Bldg., Beaumont 

Orr, W. N., Littlefield 

Pinkerton, Gus, 504 §S. Spring, Tyler 

Curry, Billy J., 4319 Oak Lawn Ave., Dallas 

Makins, James E., 406 Myrick Bldg., Lubbock 


U. 8S. AIR FORCE 


Delegate 


Bird, Colonel Walter H., USAF (DC), Chief, 
Dental Facilities, Equipment and Sup- 
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plies Division, Dental Services, Office of 
the Surgeon General, Hqs USAF, Wash- 
ington, D. C. 


Alternates 


Kennebeck, Brig. Gen. Marvin E., USAF 
(DC), Assistant for Dental Services, 
Office of the Surgeon General, Hqs USAP, 
Washington, D. C. 

Sitzman, Colonel John K., USAF (DC), Chief, 
Professional Division Dental Services, 
Office of the Surgeon General, Hqs USAF, 
Washington, D. C. 


U. 8. ARMY 


Delegate 


Irons, Colonel Arthur L., Walter Reed Army 
Medical Center, Washington, D. C. 
Alternate 


Budge, Colonel Clare T., Room 2067, Main 
Navy Bldg., 18th and Constitution Ave- 
nue, Washington, D. C. 


U. S. NAVY 


Delegate 


Oecsterling, Captain Benjamin W., Bureau of 
Medicine and Surgery, Department of the 
Navy, Washington, D. C. 

Alternate 


Meradith, Captain Mack, Naval Air Station, 
Jacksonville, Fla. 


U. 8. PUBLIC HEALTH SERVICE 


Delegate 


Knutson, John W., U.S. Public Health Serv- 
ice, Washington, D. C. 


Alternate 


Kroschel, William P., Room 130, 50 Seventh 
St., N.E., Atlanta, Ga. 


UTAH 


Delegates 


Burdett, William G., 2507 Madison Avenue, 
Ogden 

Clark, DaCosta, 261 North University Avenue, 
Provo 

Dalgleish, R. C., 124 State Capitol Bldg., 

Salt Lake City 


— 
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Alternates 

Moyes, William, 408 First Security Bank Bldg., 
Ogden 

Haymond, W. Creed, 508 East South Temple, 
Salt Lake City 

Sheranian, N. H., 508 East South Temple, 
Salt Lake City 


VETERANS ADMINISTRATION 


Delegate 


Griffith, N. Dea, Vermont and H St., N. W.., 
Washington, D. C. 


Alternate 


Fauber, J. E., Vermont and H St., N. W., 
Washington, D. C. 


VIRGINIA 


Delegates 


Hodgkin, W. N., Warrenton 

John, J. E., Medical Arts Bldg., Roanoke 
Haller, J. Alexander, Pulaski 

Muir, N. F., Shenandoah Bldg., Roanoke 
Goad, G. M., Hillsville 


Alternates 


Castenbader, W. B., 901 Wainwright Bldg., 
Norfolk 

Allen, D. B., Berryville 

Broaddus, J. B., Franklin 

Powell, Hume Scott, Methodist Bldg., Rich- 
mond 


Miller, D. D., Norton 


WASHINGTON 


Delegates 


Shandley, Fred S., 1327 Medical and Dental 
Blde., Seattle 

Moline, W. A., 1067 Paulsen Medica! and 
Dental Bldg., Spokane 

Martin, Walter B., 1628 Medical and Dental 
Bidg., Seattle 

Flood, Clyde R., 1130 Medical and Dental 
Bidg., Seattle 

Shaw, Donald R., 4002 S. M St., Tacoma 

Dingler, Fred J., 1028 Medical and Dental 
Bidg., Seattle 

Philbrick, Richard C., Fourth and Pike Bldg., 
Seattle 


Alternates 


Henderson, H. B., 210 Medical and Dental 
Bidg., Bremerton 

McGuire, G. A., Stimson Bldg., Seattle 

Earlywine, R. W., Medical Dental Bide., 
Everett 
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WEST VIRGINIA 


Delegates 


Robinson, J. Ben, West Virginia University, 
Morgantown 

Cottrill, C. C., Glen Rogers 

Cleek, L. D., 330 Medical Arts Bldg., Charles- 
ton 

Summers, H. E., 1015 First Huntington Na- 
tional Bank Bldg., Huntington 


Alternates 


Curry, W. W., Box 402, Holden 

Edwards, Francis, 8 Medical Arts Bldg., Beck- 
ley 

Davis, John, 510 Goff Bldg., Clarksburg 

Nicholson, M. H., 321 Coal and Coke Bldg, 
Bluefield 


WISCONSIN 


Delegates 


Smith, M. W., Woolworth Bidge., Janesville 

Nelson, C. A., Amery 

Martin, F. J., Medford 

LeSage, G. A., P. O. Box 88, Superior 

Hansen, M. C., 420 Seventh St., Racine 

Bleier, H. R., 4177 N. Oakland Ave., Mil- 
waukee 

Kelly, J. D., Rivoli Bldg., La Crosse 

Moen, ©. H., Masonic Temple, Watertown 

Sinkler, C. A., Minahan Bldg., Green Bay 

Skaalen, L. O., 215 N. 4th St., Stoughton 

Wilcox, C. M., 2200 N. Third St., Milwaukee 


Alternates 


Casey, L. J., 114% Bridge St., Chippewa Falls 

Donovan, J. M., 211 E. Wisconsin Ave., 
Neenah 

Leinfelder, M. J., 927 State St., La Crosse 

Calkins, E. D., 420 Seventh St., Racine 

Morgan, G. E., 2018 E. North Ave., Milwau- 
kee 

Spaeth, V. K., Chippewa Falls 

Bergmann, C. L., 205% Main St., Watertown 

Bennett, Glenn, 262 W. Grand Ave., Wiscon- 
sin Rapids 

Cohan, G. N., Board of Trade Bldg., Superior 

Semrau, J. S., 1401 S. 35th St., Milwaukee 

Bull, F. A., State Board of Health, State Office 
Bidg., Madison 


WYOMING 


Delegates 
Drew, T. J., State Office Bldg., Cheyenne 
Thompson, H. O., Powell 

Alternates 


Menghini, R. R., Rock Springs 
Bloom, E. ©., Sheridan 
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OF THE AMERICAN DENTAL ASSOCIATION 


Editorials 


Miami promises exceptional program facilities 


and weather for the ninety-fifth annual session 


The ninety-fifth annual session of the Association is but two short months away and, 
jucged from the preliminary program published in this issue of THE JOURNAL, the 
scientific session promises to be unusually attractive. Since the locale of the session 

Miami and environs-—also is attractive, attendance this year promises to be excep- 
tionally high. Members who have delayed sending in their application for hotel 
reservations are advised to do so without delay. 

Few members of the Association who have not had experience in planning pro- 
grams for a large scientific meeting can comprehend the work, worry, time and trouble 
involved in such an undertaking. The Council on Scientific Session has developed a 
smooth functioning programing mechanism—-one which offers a well-rounded prac- 
tical scientific program—one which summarizes the current advances in dentistry, 
presented by leaders in the profession. 

This year the Council has outshone itself as the Miami program is “out of this 
world.” High among its features are four panel discussions, each a postgraduate 
course in itself. The Monday afternoon, November 8, session includes four author- 
ities who will discuss the preparation, physical properties and manipulation of elastic 
impression materials and their role in the production of restorations. On Tuesday 


362 


: 


EDITORIALS . . . VOLUME 49, SEPTEMBER 1954 © 363 


morning four panelists will present the latest information on the effect of sugars and 
other carbohydrates on the teeth and oral flora. 

Newer devices for cutting tooth structure forms the topic of the Tuesday afternoon 
panel discussion at which time five participants will present the latest information 
on devices and methods designed to improve operative procedures, which include 
high speed handpieces, high speed cutting instruments, the air abrasive technic and 
ultrasonics. 

Wednesday afternoon will feature two panel discussions: “Hazards in Roentgen- 
ology” and “Endodontic Procedures.” In the former, four authorities will discuss the 
use and hazards of dental roentgenography, protective measures, and the diagnosis, 
treatment and prognosis of roentgen ray injuries. In the latter, four authorities will 
discuss the selection and treatment of cases, use of disinfectants and antibiotics, 
culture technic, root resection and postoperative procedures, 

The development of these panel discussions and other scientific presentations of an 
annual session of the Association do not just happen. Plans usually begin a full year 
in advance. At this time membership on the Council on Scientific Session is estab- 
lished for the current year and officers for each of the eleven scientific sections are 
selected. 

Usually within sixty days after the close of an annual session the Council on 
Scientific Session meets to review and analyze the content of the scientific program 
and the mechanics of its presentation, in an effort to improve on both for the coming 
year. Initial consideration is given to the nature of the next year’s program, and sug- 
gestions and instructions are prepared for the information and guidance of the officers 
of the eleven scientific sections. Shortly after the first of the year the Council, meeting 
with the section officers, prepares a general outline of the program for the next annual 
session. The months from January to June are hectic and hurried for everyone con- 
cerned. During that short period the section officers endeavor to secure the best 
essayists and discussants available; the director of scientific exhibits arranges the 
scientific exhibit, usually of from 50 to 60 displays on various subjects; the film 
librarian completes the motion picture program of 30 to 40 of the best current dental 
movies and the Council obtains the speakers and arranges other details for the general 
sessions, secures some 200 table clinicians and some 25 participants for the projected 
clinics. Concurrently the business ‘manager lays out the technical exhibit of approx- 
imately 150 displays of a commercial nature, and the local arrangements committee 
sets up its machinery to take care of the hundred and one details that must be antici- 
pated and made to run smoothly if the session is to be a success. The bulk of the 
program ordinarily must be completed by mid-June in order that the preliminary 
program may be published in THE JOURNAL at least sixty days in advance of the 
session. 

The success of an annual scientific program depends both on the knowledge which 
the section officers have of their field and on the cooperation which exists among 
them, the members of the Council on Scientific Session and the local arrangements 
committee, all of whom serve without remuneration other than the satisfaction that 
comes from contributing to the advancement of dentistry. In this regard the com- 
mitteemen viewing this year’s program should consider themselves well repaid. Their 
efforts, however, entitle them to an even greater reward—the reward of a heavy 
attendance at the Miami meeting. Whether they receive such recognition depends to 
some extent on you. If you have not sent in your application, do so now, by filling 
out and mailing in the reservation application on page A-19. 
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Fluoridation—as evidence of its safety mounts, 


the position of the antifluoridationist declines 


Little by little the small but vociferous group of antifluoridationists find themselves 
in a less secure position. One by one their claims that drinking fluoridated water 
causes manifold physical and mental disturbances are being disproved by the re- 
search and evidence of scientists. 

The most recent evidence, which comes from W. L. Hutton, director of the 
Brantford County health unit of Ontario, Canada, is published on page 384 of this 
issue. Brantford, some nine years ago, became one of the first North American com- 
munities to fluoridate its public water supply. Dr. Hutton reports that after eight 
years the DMF rate of Brantford children has been reduced 53.7 per cent and, of 
equal importance, no ill effects from the process have been found by any Brantford 
physician. 

If the antifluoridationists find themselves hard pressed to belittle the Brantford 
findings, they will be more than hard pressed to dismiss the conclusions recently 
reached by the Health League of Canada.’ Last June the League endorsed “with- 
out qualification, the fluoridation of communal water supplies in quantities recom- 
mended by official departments of health.” The League arrived at this conclusion 
after studying the replies received from a questionnaire requesting an opinion on the 
merits of fluoridation which it sent last spring to the heads of the preventive medical 
departments of 92 universities in Canada and the United States. Of the 76 medical 
authorities that replied, 69 “expressed themselves more or less emphatically in favor 
of fluoridation as a means of preventing dental caries without doing harm to the 
human organism; six claimed incomplete familiarity with the subject and declined 
to express an opinion, and one expressed a desire for caution and further study but 
was not opposed to fluoridation.” 

Those who would question the conclusion of the Health League of Canada on the 
grounds that they are based only on opinions are referred to a report® by H. Berton 
McCauley and F. J. McClure published in the July 1954 issue of Public Health 
Reports. Their report concerns a study of 2,050 children aged seven through four- 
teen years whose drinking water contained as much as 6.2 ppm of fluoride. Roent- 
genograms taken of the children’s hands and wrists disclosed no detrimental effects 
on the bones from drinking such water. 

If additional evidence is needed, it may be found in a recent report of the Water 
Fluoridation Committee of the St. Louis Medical Society.* Reports that committee : 
“There is no published record of an injury to the health of any person drinking 
natural fluoridated water with a concentration as high as eight parts per million 
nor harmful effects at such lesser concentrations as occur naturally or are provided 
in fluoridation programs.” On the basis of its extended study, the St. Louis Medical 
Society recommended that the city authorities take immediate steps to fluoridate 
the city’s water supply. 

The findings of the St. Louis physicians, although extremely valuable, are not sur- 
prising. They simply corroborate the conclusions long since reached by the El Paso, 
Colorado, County Medical Society. Last December that society stated by resolution 
that although the water supply of Colorado Springs has for seventy-five years con- 
tained more than two and one half times the amount of fluoride ions which is recom- 
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mended for the prevention of dental caries, no clinical symptoms have been observed 
among patients which could be attributed to the use of fluoridated water. 

Certainly it seems on the basis of the evidence and opinions herewith presented— 
evidence and opinions supplied by leaders in preventive medicine, public health, 
biologic research and general medical practice—that no one, except the most biased, 
could question the safety of water fluoridation. The least the antifluoridationists can 
do now is to present equally sound scientific evidence and opinions to support their 
position. When such evidence becomes available, THE JouRNAL will welcome the 
opportunity to publish it. 


“ Health League of Canada, Digest of opinions on fluoridation. Toronto, June 1954. 
McCauley, H. Berton, and McClure, F. J. Effect of fluoride in drinking water on the develop ? 
of the hand and wrist in children. Public Health Reports 69:67! July 1954. 
ves. Yad Water <r Report of the Committee of the St. Louis Medical Society Summary. Missouri Medicine, 
1954 
4. Cotsunite Medical Society declares fluoridation safe. J.A.D.A. 48:223 Feb. 1954. 
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Washington News Letter 


Although published only a few weeks 
ago, Fluoridation of Water already has 
become one of the best sellers on Capitol 
Hill. This is the prosaic title of a 491 
page transcript of public hearings con- 
ducted May 25-27 by the House Inter- 
state and Foreign Commerce Committee. 

Congressional clerks attribute the vol- 
ume’s popularity to disciples of the im- 
passioned groups formed, according to 
their own statements, to save the coun- 
try from fluorides. Examples of their ex- 
traordinary behavior at the May hear- 
ings were described in a special article 
which appeared in THE JOURNAL last 
July. 

The printed transcript contains, how- 
ever, besides the pungent testimony of 
these fluoridation opponents, the full ac- 
counts of scientific reports that were 
presented to the committee by represen- 
tatives of the American Dental Associa- 
tion, the U. S. Public Health Service, 
municipalities which have adopted flu- 
oridation and other agencies. It lists also 
the State dental societies and departments 
of health which communicated their op- 
position to passage of the Wier bill to 
outlaw fluoridation of water supplies. 

Scheduling of the hearings was a result 
of pressures exerted upon the commit- 
tee and certain members of the House, 
and at no time did informed Capitol of- 
ficials feel that the Wier bill had a chance 
of enactment. In fact, the committee took 
no action whatever on the proposal, other 
than to have the testimony printed and 
made public. Copies may be obtained 
by writing to members of Congress. 

The Social Security Act, as recently 
amended by Congress, excludes self-em- 
ployed dentists from coverage. However, 
a serious attempt was made when the bill 
was being debated in the Senate on Au- 
gust 13 to remove dentists from the ex- 
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emption list. Leader of the attempt was 
Senator Hubert H. Humphrey, (D, 
Minn.). 

Ranking Republican and Democratic 
members of the Senate Finance Com- 
mittee, which worked on the Social 
Security revision, rose in opposition to 
Senator Humphrey’s proposal. They ob- 
served that whereas his arguments re- 
flected the views of relatively few den- 
tists and dental groups, the committee 
had acted as it did upon recommenda- 
tion of the body which represents the pro- 
fession nationally, namely the American 
Dental Association. 

After obtaining permission to introduce 
into the record a number of letters ar- 
guing the case for inclusion of dentists 
under Old Age and Survivors Insurance, 
Senator Humphrey withdrew his amend- 
ment. It is apparent, however, that when 
the law comes up for revision again, the 
Administration will renew efforts to have 
the provisions of the law extended to 
virtually all self-employed professionals. 


HEALTH MANPOWER SOURCE BOOK 


Occupational data on American dentists 
are presented in tabular form in Section 
5 of Health Manpower Source Book, 
latest in a series of monographs published 
by the Division of Public Health Meth- 
ods, USPHS. Comparable information 
on 17 other health occupations is con- 
tained in the 215 page volume. 

Census Bureau figures on dentists who 
were engaged in their professions in 1950 
were used in the USPHS study. The total 
is approximately 75,000, which is roughly 
10 per cent below the number recorded 
by the American Dental Association for 
that year. Discrepancies of this nature 
occur in connection with physicians, 
nurses and other personnel reported upon. 
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They are attributed, in the mai , to 
faulty procedures by census takers. 

The Veterans Administration has an- 
nounced selection of ten of its full-time 
dentists for assignment to the VA Dental 
Training Center, located at the West Side 
Veterans Hospital, Chicago. This group 
will comprise the first student body of 
the Center, the mission of which will be 
to provide advanced training for a lim- 
ited number of VA dental personnel and 
thereby equip them for duties of greater 
responsibility. 

The course will be of nine months’ du- 
ration, followed by one month of pre- 
ceptorship training. The curriculum is 
divided almost equally between profes- 
sional and administrative subjects. Fac- 
ulty members of Northwestern, Loyola 
and the University of Chicago will share 
teaching duties with upper ranking mem- 
bers of the VA’s dental service. The pro- 
gram begins September 1. 

The students are: Edward W. Cata- 
lano, VA regional office, Nashville, Tenn. ; 
Robert K. West, regional office, Kansas 
City, Mo.; Harry C. Russ, regional office, 
Atlanta, Ga.; John B. Weimer, regional 
office, Philadelphia; Sidney H. Bleicher, 
Nashville, Tenn., veterans hospital ; How- 
ard F. Naeve, VA Center, Whipple, 
Ariz.; Joseph G. Yount, Lyons, N. J., 
veterans hospital; Carl D. Van De Waa, 
VA Center, Sioux Falls, $8. D.; Olney D. 
Green, Iowa City veterans hospital; Dale 


B. Hackett, Phoenix, Ariz., veterans hos- 
pital. 

Heads of veterans’ dental activities in 
the field nominated 76 individuals for 
the ten billets. These were screened until 
15 remained; then ten were chosen from 
that panel. While in training, they will 
receive the same pay as for their regular 
positions. 


VA RESIDENCY PROGRAM 


The VA’s dental service at the same time 
announced plans to inaugurate in Jan- 
uary a new residency training program. 
Selections will be made from the career 
service, and successful candidates must 
serve one year of duty for each year of 
residency training. 

At the outset only five residents will be 
named. There will be two each in oral 
surgery and prosthodontics and one in 
periodontics. Candidates must have at 
least one full year of previous full-time 
service in the VA and must be below 
senior grade; selection will be by the 
chief medical director, and approval of 
appointees by the VA’s medical deans’ 
committees is required. 

Residents will receive their regular sal- 
aries. If they leave the VA service prior 
to fulfillment of their contracts, they must 
refund the difference between their full- 
time pay and the compensation they 
would have received as residents. 
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News of Dentistry 


725 APPLICATIONS NEEDED 
TO MEET INSURANCE QUOTA 


With the September 15 deadline still a 
few weeks away, only 725 additional ap- 
plications for the Association’s insurance 
program were needed to mect the national 
quota, Paul Zillmann, insurance trustee 
reported August 19. If the national quota 
is reached, it will be possible to extend 
insurance protection on a national basis 
to dentists with poor medical histories. 
Already, 28 constituent socicties have met 
state quotas and have thus made eligible 
the members within their states who are 
considered impaired risks. 

The Association plan insures the dentist 
against disability and inability to practice, 
as well as against accidental death or in- 
jury. Dentists up to age 70 may apply, 
and for those dentists who continue prac- 
ticing, the insurance remains in effect 
regardless of age. Application blanks for 
the insurance program may be obtained 
from M. A. Gesner, Inc., 150 E. Superior 
St., Chicago 11. 


INTERNATIONAL PRIZE WON BY 
ROENTGENOGRAPHY FILM 


The motion picture Hazards of Dental 
Radiography, produced cooperatively in 
1953 by the National Bureau of Stand- 
ards and the Council on Dental Research 
of the Association, was awarded second 
prize in the medical category at the 15th 
International Exhibition of Cinemato- 
graphic Art held at Venice, Italy, July 
6-16. The announcement was made by 
the United States Information Agency, 
which organized the Government's par- 
ticipation in the exhibit. 

Hazards of Dental Radiography is de- 


Association Affairs 


signed for professional audiences only. 
The film shows actual roentgenographic 
procedures in the dental office, points out 
the hazards of repeated exposure to 
radiation and makes recommendations to 
assure safety for the dentist and his office 
personnel. 

The film, which may be obtained from 
the National Bureau of Standards in 
Washington, D. C., or from the Associa- 
tion’s Film Library at the Central Office, 
will be shown at the 95th annual session 
in Miami, Fla. 


J. B. CARR, FORMER SEVENTH 
DISTRICT TRUSTEE, DIES 


James B. Carr, former Seventh District 
trustee, died July 20 in Indianapolis at 
the age of 72. Dr. Carr was active in or- 
ganized dentistry and in the field of pub- 
lic health. He served as trustee for the 
Seventh District from 1946 to 1952, rep- 
resenting approximately 6,000 dentists in 
Indiana and Ohio. 

Dr. Carr was president of the In- 
dianapolis Dental Society in 1921 and 
president of the Indiana State Dental 
Association in 1927. Since 1919 he had 
worked on many local and state com- 
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mittees. He was a past president of the 
Indiana State Board of Dental Exami- 
ners, past president of the American As- 
sociation of Dental Examiners, a trustee 
and past president of the Indiana Pub- 
lic Health Association and a member of 
Omicron Kappa Upsilon and Psi Omega. 

One of his public health activities was 
to help launch the Richmond, Ind., den- 
tal demonstration survey, a project which 
provided complete dental care, exclu- 
sive of orthodontics, for all Richmond 
children in the first nine school grades. 
The program was designed to gather in- 
formation on the incidence of caries 
when regular care is provided and to 
determine the amount of dental service 
each dentist could render. Dr. Carr 
was honored for his 30 years of service 
in the field of public health by the In- 
diana Public Health Association which 
in 1954 gave him an award for out- 
standing service. 

Dr. Carr is survived by his wife, 
Maude Muriel Jack, and by two sons, 
Burchard and Jack D. Carr. 


SEPTEMBER REPORT COMPILES 
GRADUATE PROGRAMS 


A report by the Council on Dental Edu- 
cation to be released this month will list 
all graduate and postgraduate programs 
offered during the next year by dental 
schools and clinics, such as the Rochester 
Dental Infirmary, the Mayo Clinic and 
the Zoller Memorial Clinic. The booklet 
will list the programs according to the 
type of instruction, will give the number 
of applicants accepted for each course, 
and will indicate the degrees granted by 
the schools. 

Thus prospective students will be able 
to find listed in one publication the 
courses offered by the various schools and 
will know what schools to write to for 
detailed information. The booklet will be 
of particular help to persons seeking spe- 
cialty training, Shailer Peterson, Council 


secretary said. The booklet lists 146 grad- 
uate programs of 32 schools and clinics 
in 25 areas of the dental curriculum. The 
75 postgraduate programs of 26 schools 
and clinics in 17 areas of the dental cur- 
riculum are also listed. 


DENTAL HEALTH LEAFLETS 
DESIGNED FOR DENTISTS’ USE 


Five new dental health leaflets urging 
proper toothbrushing, attention to diet 
and regular visits to the dentist have been 
prepared by the Division of Dental 
Health Education of the Council on Den- 
tal Health. Two of the five pamphlets 
deal with the care of children’s teeth. 
One of these explains the importance of 
the first permanent molar in the develop- 
ment of the lower part of the face and in 
guiding teeth into position. 

Designed to be enclosed with the den- 
tist’s monthly statement or recall cards, 
the 3x5 inch leaflets are suitable also 
for use as giveaways at public meetings 
and health fairs. They may be obtained 
from the Order Department at the Cen- 
tral Office at the following prices: one 
set of five, 10 cents; 25 sets, $1.80; 50 sets, 
$2.85; 75 sets, $3.90, and 100 sets, $4.80. 


H. TRENDLEY DEAN AN EDITOR 
OF PUBLIC HEALTH REPORTS 


H. Trendley Dean, secretary of the Coun- 
cil on Dental Research, has been ap- 
pointed by Surgeon General Leonard 
Scheele as a member of the Board of 
Editors for Public Health Reports. Public 
Health Reports, a monthly publication 
of the U.S. Department of Health, Edu- 
cation and Welfare, contains articles on a 
wide variety of subjects in the public 
health field. In addition to the magazine, 
public health monographs are issued un- 
der the direction of the Board of Editors. 
These monographs present public health 
material of a detailed and specialized 
nature. 
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FINAL ACTION NEAR ON 
OASI, HEALTH LEGISLATION 


Final action was near on the Old Age and 
Survivors Insurance program and on 
other legislation of interest to dentistry as 
THE JOURNAL went to press August 19. 
Both Houses of Congress had passed and 
sent to the President a conference com- 
mittee OASI bill which excluded den- 
tists, physicians and other professional 
self-employed persons from coverage. 

Earlier, in the Senate, last minute ef- 
forts of Sen. Hubert Humphrey (D., 
Minn.) to include dentists were defeated. 
The House version of the bill had in- 
cluded them. 

Passed by the House on August 12 
and sent to the Senate was H.R. 9866, a 
bill which places restrictions on outpa- 
tient dental care available to veterans. 
The bill, if passed, makes permanent re- 
strictions already in effect through regu- 
lations of the VA and through a rider 
attached to the VA budget. The Associa- 
tion wired the Senate Committee on La- 
bor and Public Relations, urging that the 
bill be passed. 

In August also the President signed a 
bill to transfer the Indian Health Service 
from the Department of Interior to the 
USPHS. Awaiting presidential signature 
was a tax-revision bill which allows a 
deduction for medical costs from taxable 
income if these costs exceed three per 
cent. At present the base line is five 
per cent. 

Passed by both Houses was legislation 
authorizing the New England states to 
coordinate operation of institutions of 
higher learning. The objective of the bill 
is to facilitate training of physicians, den- 
tists and other health personnel by allow- 
ing the states to pool their resources in 
order better to provide the expensive 
facilities required by modern professional 
education. The President is expected to 
sign the measure. 
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Legislation 


COURT STOPS SALE OF 
OUTDATED X-RAY FILM 


The U.S. District Court for the Southern 
District of New York has issued a tem- 
porary injunction prohibiting the Para- 
mount Dental Supply Company of New 
York from further sale of outdated x-ray 
film. The Federal Trade Commission 
also is reviewing the firm’s activities to 
see whether there has been a violation 
of federal law. 

In addition, the A.D.A. Council on 
Dental Trade and Laboratory Relations 
announced that the agency in charge of 
disposing of Army surplus film has agreed 
not to sell any more outdated dental 
x-ray film until such time as safeguards 
are established to assure its sale as scrap. 


CLAUSE REQUIRING DENTIST'S 
WORK AUTHORIZATION UPHELD 


A state law requiring dental laboratories 
to make, repair or reproduce dentures 
only under the direction of a licensed 
dentist was upheld by the Supreme Court 
of Errors of Connecticut in an opinion 
handed down May 18. At the same time, 
the high court ruled invalid another 
clause in the law which would forbid 
any type of advertising by the laborato- 
ries. The Court stated that the legisla- 
ture was within its rights to prohibit cer- 
tain types of advertising but that the 
clause in question was too sweeping. 

In another decision May 29, a work 
authorization clause enacted at the last 
session of the Idaho legislature was held 
to be constitutional in the lower court. 
The case is presently on appeal to the 
Supreme Court of Idaho. And in Oregon, 
according to information received by the 
Association’s Council on Legislation, ac- 
tion attacking the constitutionality of 
Oregon’s work authorization law is ex- 


pected. 
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CLEVELAND FLUORIDATION 
UPHELD; OTHER TOWNS REPORT 


Another court decision favorable to fluo- 
ridation was rendered August 11 when, 
in Cleveland, the Court of Appeals up- 
held a ruling of the city’s common pleas 
court affirming the right of the city of 
Cleveland to fluoridate community water 
supplies. A taxpayer’s suit had challenged 
the constitutionality of the measure. The 
Cleveland city council approved fluori- 
dation for the city of 900,000 last year. 

Elsewhere, support for the health 
measure continued to grow. In an edito- 
rial August 12 entitled “Time to Fluori- 
date,” the New York Times urged fluori- 
dation for the nation’s largest city and 
deplored the fact that “New York City, 
so often in the past a leader in programs 
for the improvement of public health, 
still lags behind hundreds of other, small- 
er communities in adopting this measure 
for reducing dental caries, especially 
among children.” In the nation’s second 
largest city, Chicago, fluoridation oppo- 
nents failed to gather enough signatures 
to force a referendum on a City Council 
decision to begin fluoridation in Janu- 
ary. The group set out to get 500,000 sig- 
natures but, in spite of the support of 
two newspapers, mustered only 22,000. 

And in Dyersburg, Tenn., July 22 citi- 
zens voted 293 to 174 in favor of the 
caries-preventive measure. Three addi- 
tional Tennessee towns are expected to 
announce fluoridation programs shortly. 

In Great Britain, fluoridation projects 
for experimental purposes are to be con- 
ducted at Anglesey, Darlington, Kilmar- 
nock and Watford, according to a report 
in the July 17 British Medical Journal. 
The experimental addition of fluoride to 
water supplies in selected areas was rec- 
ommended by the 1952 mission to 
America sponsored by the English and 
Scottish Health Departments and the 
Medical Research Council. 
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Public Health 


OSAWATOMIE BECOMES 1,000TH 
TOWN TO FLUORIDATE 


The Osage Valley town of Osawatomie 
became the 1,000th community in the 
United States to report the start of a 
fluoridation program when, in a valve- 
turning ceremony August 12, the Kan- 
sas farming community of 4,347 persons 
began adding fluorides to the public wa- 
ter supplies. 

Leslie M. FitzGerald, president of the 
American Dental Association, shared the 
platform with national, state and local 
health and civic officials. Among the 
speakers were: A. F. Schopper of Kansas 
City, trustee of the Association's sixth dis- 
trict; John W. Knutson, chief dental offi- 
cer of the U.S. Public Health Service, and 
Dale L. Maffitt, president of the Amer- 
ican Water Works Association. 

Fred A. Richmond, secretary of the 
Kansas State Dental Association, intro- 
duced the speakers, and the mayor of 
Osawatomie, L. E. Teeter, welcomed the 
assemb!age. 

In his address before some 1,500 peo- 
ple, Dr. FitzGerald said, “All kinds of ir- 
responsible charges have been leveled 
against fluoridation. The fact is that not 
a single charge against the program has 
withstood the test of scientific investiga- 
tion.” The Association president cited the 
numerous studies which have been made 
and added, “Scientists have agreed that 
few health advances of any era have 
been preceded by so thorough an accumu- 
lation of evidence on safety and effec- 
tiveness.” 

Others participating in the program 
were Charles J. Gillooly, regional dental 
consultant of the USPHS; James Sherry, 
president of the Kansas State Dental As- 
sociation; Dwight L. Smith, chairman of 
the State dental society's fluoridation 
committee; George M. Coffey, dentist 
member of the Kansas State Board of 
Health, Willard R. Bellinger, director of 
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Turning the valve to inaug- 
urate the fluoridation 
program in Osawatomie, 
Kan., are (|, to r.): Mayor 
L. E. Teeter; Dale L. 
Moffitt, American Water 
Works Association; John 
Knutson, USPHS: Leslie M. 
FitzGerald, A.D.A.: V. W. 
Harville, in charge of local 
arrangements, and James 
Sherry, Kansas Dental Assn. 


the division of dental hygiene of the 
Kansas State Board of Health; Thomas 
R. Hood, secretary of the Kansas State 
Board of Health, E. F. Giannangelo, den- 
tist president of the Kansas Junior Cham- 
ber of Commerce, Mrs. L. E. Yulich, 
chairman of the health committee of the 
Kansas Congress of Parents and Teach- 
ers; B. W. Tucker, executive secretary 
of the Kansas Council for Children and 
Youth, Russell Culp, chief of the water 
supply section of the Kansas State Board 
of Health, and Ray Carter, assistant 
director of dental hygiene of the State 
Department of Health. 

The fluoridation program in Osawa- 
tomie was adopted by a general vote in 
April after an educational campaign led 
by the Osawatomie Junior Chamber of 
Commerce, and directed by V. W. Har- 
ville, a local dentist. 


Examining fluoridation 
equipment (left) are to 
r.) E. F. Giannangelo, Kan- 
sas State Junior Chamber 
of Commerce; Fred A. 
Richmond, Kansas State 
Dental Association; Charles 
J. Gillooly, USPHS, and 
Willard R. Bellinger, Kan- 
sas State Board of Health. 


CLEAR FORK VALLEY GETS 
PHYSICIAN, FIRST DENTIST 


Medical and dental conditions in Clear 
Fork Valley, a region near the Tennes- 
see-Kentucky coal mining border and 70 
miles from Knoxville, Tenn., began to 
improve in the middle of August thanks 
to a pilot medical and dental program 
set up by the Tennessee Medical Founda- 
tion. The Foundation, a nonprofit cor- 
poration formed by the State Medical 
Association to help solve problems of 
medical care in rural regions, worked 
with representatives of the dental profes- 
sion in Clear Fork Valley. 

Investigation of health conditions in 
the region, made by the American and 
Tennessee Medical Associations at the 
urging of the United Mine Workers Wel- 
fare and Retirement Fund’s medical di- 
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vision, showed that sanitation was almost 
nonexistent in the Valley. Some 700 fami- 
lies lived in houses with no baths; 54 
families had no toilet facilities. Clear 
Fork Valley had never had a dentist. 

Now, as a result of the project, there 
is a medical center in what was an aban- 
doned coal commissary. The commissary 
was renovated by Valley residents with 
financial help from community groups. 
There is a full-time physician, specialists 
will visit the region monthly, a public 
health nurse will be provided by the State 
and local health departments, and a den- 
tist, Charles Cross, comes once a week 
from Oak Ridge, Tenn. 

In addition, a dental health education 
and toothbrushing campaign is under 
way. Arrangements were made in the be- 
ginning of the study for a number of den- 


WILLIAM F. SWANSON HEADS 
PITTSBURGH DENTAL SCHOOL 


The appointment of William F. Swanson 
as dean of the University of Pittsburgh 
School of Dentistry was announced late 
in July by R. H. Fitzgerald, University 
chancellor. Dr. Swanson has served at 
Pittsburgh since 1920 except for a year 
and a half of private practice. He has 
been professor of histology and bacteriol- 
ogy since 1946, was named associate dean 
in 1947 and acting dean after the death 
of Dean Lawrence Van Kirk last summer. 
Dr. Swanson assumed his new post im- 
mediately. 

Dr. Swanson is a graduate of Penn- 
sylvania State University, where he re- 
ceived the bachelor of science degree, 
and of the University of Pittsburgh, 
where he received the Doctor of Dental 
Surgery and Master of Science degrees. 
He is a fellow of the American College 
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tists to visit the region’s schools with por- 
table equipment to provide examinations 
and perform extractions. Dental health 
pamphlets and posters were distributed 
in the schools. Under the toothbrushing 
program, teachers and students pur- 
chase brushes, and the Foundation 
matches the number bought with free 
brushes. In this way, all of the school 
children in the Claiborne County portion 
of the Valley are assured of having tooth- 
brushing facilities. 

A second pilot program, in Wartburg, 
Tenn., is under way also. In a new medi- 
cal center built with funds provided by 
the Morgan County Court, a dentist, 
W. H. Piper, with the help of the Foun- 
dation has set up a full-time practice. 
Two physicians are to be secured through 
the Foundation. 


of Dentists, a past president of the Odon- 
tological Society of Western Pennsyl- 
vania, a member of the Pennsylvania 
State Dental Society, the International 
Association for Dental Research and the 
American Association for the Advance- 
ment of Science. Dr. Swanson is the 
author of numerous articles in dental and 
public health journals. 


W. F. Swanson 
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Speakers at ceremonies marking the formal establishment of the Seton Hall 
College of Medicine and Dentistry in Jersey City August |! were [I. to r.): 
Shailer Peterson, secretary of the American Dental Association Council on 
Dental Education; J. James Smith, M.D., medical director of the Jersey City 
Medical Center; Edward Waters, M.D., president of the Hudson County 
Medical Society; Monsignor John L. McNulty, president of Seton Hall Uni 
versity, and Marcus Kogel, M.D., dean of Albert Einstein College of Medicine 


of Yeshive University, New York. 


SETON HALL ESTABLISHES 
MEDICAL-DENTAL SCHOOL 


New Jersey’s first medical and dental 
college was inaugurated August 11 at the 
Medical Center in Jersey City in cere- 
monies formally establishing Seton Hall 
College of Medicine and Dentistry. The 
new school, which will accept its first 
class in September 1955, will occupy 
space in the Jersey City Medical Center. 

Seton Hall University will take over 
supervision of the Medical Center which 
is the largest medical center in New Jer- 
sey. The Center, organized as a general 
hospital, includes an outpatient depart- 
ment, an eye clinic, and a dental clinic 
which received 32,000 visits by patients 
in 1953. 

Previous to the establishment of the 
new school, New Jersey was one of 11 
states without a medical and dental 
school. The Rt. Rev. Msgr. John L. Mc- 
Nulty, president of Seton Hall University, 


and Mayor Bernard Berry of Jersey City 
are expected to confer shortly with of- 
ficials of both the American Dental As- 
sociation and the American Medical As- 
sociation regarding plans of operation of 
the new school. 


TO STUDY NEED FOR 

DENTAL SCHOOL IN OKLAHOMA 
A study being made by the Division of 
Dental Resources of the United States 
Public Health Service will provide the 
Oklahoma State Dental Society with facts 
to help determine whether there is need 
for a dental school in the State. It is ex- 
pected that representatives of interested 
groups, including the Council on Dental 
Education of the American Dental Asso- 
ciation, will confer with state officials on 
the findings when the report is issued 
some time in September. At present, there 
is no dental school in Oklahoma. 
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N. J. BOARD ANNOUNCES 
EXAMINATION REQUIREMENTS 


The State Board of Registration and 
Examination in Dentistry of New Jersey 
has announced that beginning with the 
December 1954, examinations changes 
will be made in the examinations in clini- 
cal prosthetic dentistry, clinical operative 
dentistry, and clinical oral diagnosis and 
treatment planning. A comprehensive 
written examination also will be given. 
Detailed rules and requirements may be 
obtained by writing to Walter A. Wilson, 
secretary, State Board of Registration and 
Examination in Dentistry of New Jersey, 
150 East State Street, Trenton, N. J. 


DENTAL SCHOOLS OFFER 
POSTGRADUATE COURSES 


Michigan + A total of 35 postgraduate 
courses are being offered by the W. K. 
Kellogg Foundation Institute at the Uni- 
versity of Michigan from September 
through May. Included are courses in 
cavity preparation with high speed ro- 
tating instruments, in dental materials, 
operative dentistry, endodontics and 
pedodontics. Further information on the 
courses may be obtained from William 
R..Mann, associate director of the W. K. 
Kellogg Foundation Institute, at the 
University in Ann Arbor. 


Minnesota * The University of Minne- 
sota School of Dentistry in Minneapolis 
announces its ninth annual seminar for 
the study and practice of oral medicine 
September 24 and 25. Speakers will be 
Balint Orban, Lee Roy Main, Harry 
Sicher, Alton K. Fisher and Floyd A. 
Peyton. The program will cover clinical 
and roentgenographic diagnosis of pulp 
and periapical pathology and sequelae. 
Other subjects to be discussed are oral 
signs of systemic disease and the newer 
methods of preparing cavities. 

Further information may be obtained 
from the Center for Continuation Study. 
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Pennsylvania * The School of Dentistry, 
University of Pennsylvania, in Philadel- 
phia, is offering 25 postgraduate courses 
for the 1954-55 school year. Among these 
is a course designed for teachers of endo- 
dontics and for those who give clinics in 
this field. The course is scheduled for 
September 13-15 and will be devoted to 
a discussion of basic principles of teach- 
ing, teaching technics as applied to en- 
dodontics, methods of teaching in the 
endodontic clinic and preparation of 
visual aids. 


Washington (St. Louis) + Postgraduate 
courses in anatomy of the head and neck, 
diagnosis and oral medicine, occlusal 
equilibration, oral surgery, pedodontics, 
prosthetics, and roentgenography are 
being presented by the Washington Uni- 
versity School of Dentistry in its 1954-55 
school year. Information on the courses 
may be obtained from the school, 4559 
Scott Avenue, St. Louis 10. 


Washington (Seattle) + A five day course 
entitled “Practical Root Canal Therapy” 
is being offered by the University of 
Washington School of Dentistry Septem- 
ber 7-11 in Seattle. The course has been 
designed to give students the opportunity 
to do clinical work in endodontics as well 
as to become acquainted with the the- 
ories and the background of procedures 
in the field. Lecture material will be sup- 
plemented by the use of lantern slides, 
motion pictures, demonstrations and 
clinical experience. Enrollment is limited 
to 20. 

The School is offering also a postgrad- 
uate refresher course entitled “Dental 
Materials—Their Properties and Clini- 
cal Application.” The course is scheduled 
for October 4-6 and will be given by 
Robert J. Nelsen, research associate for 
the American Dental Association at the 
National Bureau of Standards, and Wil- 
liam T. Sweeney, chief of the Bureau's 
dental research section. In addition, Dr. 
Nelsen will present a lecture and the 
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motion picture Hazards of Dental Radi- 
ography at the October 5 meeting of the 
Seattle District Dental Society; those par- 
ticipating in the course also are invited 
to attend. 


National Defense 


MEDICAL SERVICE NAMES 
DENTAL CONSULTANTS 


Three nationally known dentists, John 
E. Buhler, Thomas P. Fox and Rudolph 
H. Friedrich, have been appointed civil- 
ian consultants to Maj. Gen. George E. 
Armstrong, surgeon general of the Army, 
it was announced August 10. The men 
will work directly with Maj. Gen. Oscar 
P. Snyder, chief of the Army Dental 
Corps, to advise on matters of Dental 
Corps policy and educational programs. 

Dr. Buhler, president of the Ameri- 
can Association of Dental Schools, is dean 
of the School of Dentistry, Emory Uni- 
versity, in Atlanta, Ga. Dr. Fox, recently 
named to the Civilian Health and Medi- 
cal Advisory Council of the Department 
of Defense, is president-elect of the Penn- 
sylvania State Dental Society. Dr. Fried- 
rich is chairman of the American Dental 
Association Council on Federal Dental 
Services. He is a special consultant to the 
medical services task force of the Hoover 
Commission on Governmental Reorgani- 
zation. 


ARMED FORCES PROMOTE TOP 
DENTAL DIVISION OFFICERS 


The United States Navy and the Army 
each announced prometion recently of a 
top-ranking dental division officer. On 
July 30 the Navy promoted Capt. Ralph 
W. Taylor, commandant of the Navy 
dental school at Bethesda, Md., to the 
post of rear admiral. Capt. Taylor, a 
1924 graduate of the University of South- 
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ern California, is a member of the Amer- 
ican Board of Oral Surgery and a Fellow 
of the American College of Dentists. 

In August the Army named Col. Ar- 
thur L. Irons brigadier general and di- 
rector of dental activities at Walter Reed 
Army Medical Center. Colonel Irons was 
graduated from Vanderbilt School of 
Dentistry in 1924. He is a Fellow of the 
American College of Dentists. Including 
the new appointments, there are a total 
of five admirals and three generals on 
duty with Army and Navy dental divi- 
sions. 


NAVY DENTAL SERVICE 
CELEBRATES 42ND BIRTHDAY 


Navy dental facilities all over the world 
celebrated the 42nd birthday of the Navy 
Dental Service August 22. The Service, 
which is now headed by Rear Admiral 
Daniel W. Ryan, was first established in 
1912, at which time Congress authorized 
the appointment of 30 dental surgeons. 
Today there are about 1,900 dental offi- 


Admiral Ryan 


cers and 4,000 enlisted dental technicians 
providing care for Navy and Marine 
Corps personnel. 

When the Service was first established, 
appointees could advance only to the 
rank of lieutenant (jg). In 1916 Con- 
gress authorized promotion through the 
rank of lieutenant commander and es- 


tablished a Naval Dental Reserve Corps. 
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At the same time it authorized appoint- 
ment of dental officers in the ratio of one 
for each 1,000 of Navy and Marine 
Corps personnel. Further changes were 
made in succeeding years. Today the 
ratio of dental officers is two for each 
1,000 of Navy and Marine Corps person- 
nel. The rank of Rear Admiral has been 
established and five such flag officers 
are now authorized. Under a dental 
corps autonomy bill passed by Congress 
in 1945, dental departments in ships and 
stations are under senior dental officers 
who are responsible directly to the com- 
manding officer. 


CIVIL DEFENSE COURSE 
DRAWS 67 DENTISTS 


A total of 67 dentists from 24 states at- 
tended a civil defense training course at 
the Federal Civil Defense Administration 


Staff College in Olney, Md., July 21-23. 
The course, designed especially for den- 
tists, covered the role of the dental pro- 
fession in the nation-wide civil defense 
program. The course included discussion 
of the effects of atomic and chemical 
warfare, organization and training of 
personnel, civil defense problems and 
tactical operations. Also included were a 
rescue demonstration and a visit to an 
improvised hospital of the type which 
would be used in the event of attack. 

Among the students were 14 repre- 
senting state dental societies, 12 from 
county civil defense organizations, 7 
from state public health services and 6 
from dental schools. The Army had 3 
representatives, the Navy, Air Force and 
the Bureau of Standards | each. The 
College has announced that the course 
will be repeated if the profession is in- 
terested. 


International 


GERMAN DENTISTS 
TO CONDUCT JOINT MEETING 


The German Association for Maxillo- 
Facial Surgery and the German Asso- 
ciation for Orthopedics of the Jaws will 
hold a joint congress in Bonn, Germany, 
October 29-31. The theme of the com- 
bined meeting will be clefts of the lips, 
jaws, and palate and their handling from 
the viewpoint of the surgeon, the ortho- 
dontist and the speech specialist. A full 
program will be issued by the groups 
late in September. 


DENMARK, GREECE HOSTS FOR 
F.D.1. 1955 MEETINGS 


Denmark and Greece will play hosts to 
the Fédération Dentaire International in 


1955. The F.D.I. will hold a full scien- 


tific meeting in ‘Copenhagen, Denmark, 
probably in June. The F.D.I. Council will 
meet September 25-30 in Athens, Greece. 
This session will be combined with a 
scientific meeting of the Greek dental 
society. Further information may be ob- 
tained from G. H. Leatherman, secre- 
tary general of the F.D.1., 35 Devonshire 
Place, London, or from Themis Mav- 
rogordato, Queen Sophia Ave., 6 Athens, 
Greece. 


EXPERTS TO EXPLORE BASIS 
FOR WHO DENTAL PROGRAM 


Dental experts will meet this month in 
Geneva, Switzerland, to discuss the basis 
for developing a dental program which 
might be adopted by the World Health 
Organization. The men called by WHO 
have been selected as experts and are not 
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necessarily representatives of their coun- 
tries. Invited are John W. Knutson of 
the United States, Helge Berggren of 
Sweden, J. Leimena of Indonesia and 
C. F. Mummery of Malaya. The meet- 
ing meets the objective of the Fédération 
Dentaire Internationale in requesting 
WHO to plan a long-range dental pro- 
gram. An observer from the F.D.I. will 
attend the meeting also. 


Research 


$32 RESEARCH PROJECTS 
APPROVED BY USPHS 


A total of 32 federal grants for dental 
research have been approved thus far by 
the United States Public Health Service, 
reports F. A. Arnold, Jr., director of the 
National Institute of Dental Research. 
The $292,372 approved will go to support 


17 existing projects and 15 new ones. The 


awards were made to scientists in 26 in- 
stitutions, including the University of 
Chicago, Michigan State College, New 
York University, University of Oregon, 
University of Pennsylvania, Medical Col- 
lege of Virginia, Harvard College, Tufts 
College Dental School and the Univer- 
sity of Rochester. 

Projects have been approved for caries 
investigation, studies in growth and de- 
velopment and numerous other aspects 
of dental research. Funds appropriated 
by Congress for dental research activities 
at the National Institute for Dental Re- 
search for 1955 were increased over the 
amounts approved for 1954. 


General 


DENTAL GUIDANCE COUNCIL 
FOR CEREBRAL PALSY TO MEET 


An invitation has been issued to members 
of the dental, medical and allied profes- 
sions to attend a panel discussion sched- 


uled for the annual meeting of the Den- 
tal Guidance Council for Cerebral Palsy 
at the Hotel Statler, New York, October 
31. 

Participating in the symposium will be 
Louis M. Di Carlo, Ph.D., professor of 
audiology, speech pathology and educa- 
tion at Syracuse University; John K. 
Duffy, Ph.D., associate professor of speech 
at Brooklyn College; Solomon N. Rosen- 
stein, professor of dentistry and director 
of the pediatric dental cerebral palsy 
clinic, School of Dental and Oral Sur- 
gery, Columbia University, and S. Sverd- 
lik, M.D., chief of the department of 
physical medicine and rehabilitation, St. 
Vincent’s Hospital in New York. Chair- 
man of the panel will be Stanley R. Spiro, 
chief of anesthesiology, department of 
dentistry, Jewish Sanitarium and Hospi- 
tal for Chronic Diseases in Brooklyn. 


NEW STATUS FOR DENTISTRY 
IN SCIENCE ASSOCIATION 


Improved status for dentistry in the 
American Association for the Advance- 
ment of Science was achieved early in 
August when the AAAS Council voted 
favorably on the petition of Subsection 
Nd Dentistry for status as an independent 
section. The action gives dentistry an 
equal and autonomous organizational 
standing with the other 18 sections com- 
prising the AAAS. 

Dentistry is represented in the AAAS 
by the American Dental Association, the 
International Association for Dental Re- 
search and the American College of Den- 
tists. These groups are official affiliates. 
In addition the American Association of 
Dental Schools has the status of an as- 
sociated society. Each affiliated society 
has representation on the Council of the 
AAAS. 

Section Nd Dentistry has arranged two 
symposiums for its program during the 
121st annual AAAS meeting scheduled 
for Berkeley, Calif.. December 26-31. 
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The dental symposiums, which will be 
held December 28, are entitled “Growth 
and Development” and “Radiation Haz- 
ard in the Dental Office.” 

A gain in membership in Section Nd 
Dentistry has been reported. In April 
1953 there were 552 members. A year 
later the number had increased to 859. 
Membership dues of $6.50 a year include 
a subscription to Science or The Scientific 
Monthly, the latter a magazine generally 
preferred by those not actively engaged 
in dental research. 

Dr. Fleming, as chairman of the new 
section, automatically becomes a vice- 
president of the AAAS. Russell W. Bunt- 
ing, of Ann Arbor, is secretary of the 
Section. 

Dentists who wish to apply for mem- 
bership may write the AAAS, 1515 Mas- 
sachusetts Ave., N.W., Washington 5, 
D.C, 


CRIPPLED CHILDREN SOCIETY 
SETS CONVENTION DATE 


November 3-5 are the dates set for the 
1954 convention of the National Society 
for Crippled Children and Adults. The 
meeting will be held at the Hotel Statler 
in Boston and will bring together authori- 
ties in all the fields of work relating to 
rehabilitation of crippled children and 
adults. 


DENTISTS INVITED TO 

RHEUMATIC FEVER INSTITUTE 
La Rabida Sanitarium has invited mem- 
bers of the dental and medical profes- 
sions to attend its annual institute on 
rheumatic fever October 11-15 in Chi- 
cago. The institute, which will be educa- 
tional in nature, will be conducted by 
members of the hospital staff together 
with persons from medical schools with 
which the hospital is affiliated. The insti- 
tute will be directed primarily to the 
general practitioner, the nurse, the den- 
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tist, the occupational therapist and the 
medical social worker. Advance registra- 
tion is required, Further information may 
be obtained from La Rabida Sanitarium, 
East 65th St. and South Shore Drive, 
Chicago. 


TWO SESSIONS SCHEDULED 
FOR APHA DENTAL SECTION 
The Dental Health Section of the Ameri- 
can Public Health Association will hold 
two sessions of its own during the October 
11-15 meeting in New York of the Ameri- 
can Public Health Association, according 
to Carl Sebelius, Tennessee State dental 
director and secretary of the Section. The 
dental meetings will be October 12 and 
15. Polly Ayers, of Birmingham, Ala., 
Section chairman, will preside. 
The conferees will discuss educational 
technics useful in promoting dental 


health, field training for public health 


dentists, dental care programs now in 
existence and dental research plans for 
the clinical center at the Institutes of 
Health. In addition, there will be four 
joint meetings with other APHA sections. 


HILDA RANKIN, DENTAL 
SCHOOL LIBRARIAN, DIES 


Miss Hilda Margaret Rankin, librarian 
of the University of Michigan’s School 
of Dentistry since 1939, died July 14 at 
the age of 61. Under Miss Rankin’s di- 
rection, the Michigan dental school li- 
brary became one of the outstanding 
dental collections in the United States. 
In 1952, Miss Rankin became one of the 
few nondentists honored with member- 
ship in Omicron Kappa Upsilon, na- 
tional dental fraternity. 

In addition to her post at Michigan’s 
dental library, Miss Rankin had served 
the Pratt Institute Free Library in Brook- 
lyn as assistant librarian, and had worked 
previously in the New York Public Li- 
brary, in the public library of Windsor, 
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Ontario, and in Teacher’s College Li- 
brary in Detroit. She had worked also in 
the main library at the University of 
Michigan. 


JAMES GRAHAM SHARP, 
DENTAL EDUCATOR, DIES 


James Graham Sharp, a leader in den- 
tal education for many years, died in 
Palo Alto May 26. He was 86 years old. 
Dr. Sharp saw the need for the develop- 
ment of professional education early in 
his career. In 1904 he became dean of 


the College of Dentistry, then only an 
affiliate of the University of California. 
Ilis first act was to improve the status 
of the dental school by securing a posi- 
tion for it as an integral part of the 
University. 

In an effort to improve dental schools 
throughout the nation, he helped to or- 
ganize in 1908 the Dental Faculties As- 
sociation of American Universities, which 
played an important part in laying the 
groundwork for the program of dental 
education which prevails today. The As- 
sociation condemned the proprietary 
schools which flourished early in the 
twentieth century, urged that dental edu- 
cation be recognized as a proper respon- 
sibility of universities and worked to 
improve the admissions standards of 
dental schools. Dr. Sharp served as the 
Association’s first president. 


BUFFALO SCHOOL ALUMNI 
ANNOUNCES OCTOBER MEETING 


The 52nd annual meeting of the Uni- 
versity of Buffalo School of Dentistry 
Alumni Association will be held October 
18-21 at the Hotel Statler in Buffalo. The 
Eighth District Dental Society of the 
State of New York will cooperate in the 
program. 

Among the participants will be Irving 
R. Hardy, S. P. Ramfjord, 8. Charles 
Brecker, James R. Hayward, Roderick 
A. McEwen, Percy T. Phillips, Clive 
McKay, John W. Hein and David B. 
Ast. In addition to refresher courses 
scheduled for the first day, the program 
will include a forum entitled “Diet, Den- 
tifrices and Dental Disease.” 


ESSAYISTS ANNOUNCED FOR 
ANESTHESIOLOGY MEETING 


André Robert, assistant professor, and 
Hans Selye, director, of the Institute of 


Experimental Medicine and Surgery of 
the University of Montreal, will speak on 
stress in relation to anesthesiology at the 


next meeting of the International 
Academy of Anesthesiology September 30 
in New York. 

E. A. Rovenstine, director of the 
division of anesthesiology at Bellevue 
Hospital, will conduct a seminar in anes- 
thesia. Academy secretary Irwin G. 
Tomack has announced that attendance 
at this clinic will be by invitation only. 


DECEMBER DATE SET FOR 
ORAL PATHOLOGY EXAMINATION 


The American Board of Oral Pathology 
will conduct an examination for certifi- 
cation December 12 in the laboratory of 
oral pathology, School of Dentistry, Uni- 
versity of Pennsylvania, in Philadelphia. 
Inquiries about the examination may be 
addressed to the secretary of the Board 
of Oral Pathology, 4001 Spruce Street, 
Philadelphia. 
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SPECIAL STAMP ISSUED 
TO HONOR GEORGE EASTMAN 


The United States government has issued 
a special stamp to commemorate the hun- 
dredth anniversary of the birth of George 
Eastman, known as the “father of mod- 
ern photography.” Mr. Eastman was a 
scientist, a businessman and a _ philan- 
thropist. 

Children’s dentistry continues to be a 
chief beneficiary of Mr. Eastman’s phi- 
lanthropy as it was during his lifetime. 
In 1915 Mr. Eastman provided funds for 
the Rochester Dental Infirmary and sub- 
sequently endowed similar clinics in Lon- 
don, Brussels, Paris, Rome and Stock- 
holm. The Rochester Clinic received one 
million dollars, the second largest be- 
quest in his will. 


MID-CONTINENT CONGRESS 
TO BE HELD NOVEMBER 28 


The 13th annual Mid-Continent Dental 
Congress of the St. Louis Dental Society 
will be held November 28 to December 
1 in St. Louis. Essays will be presented 
on resin and amalgam restoration, pros- 
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thodontics, endodontics, pedodontics and 
oral surgery. Among the clinicians will 
be Drexell A. Boyd of Indianapolis; H. 
C. Parker of Charlotte, N. C.; 1. B. Ben- 
der of Philadelphia; Fred Harris of Pasa- 
dena, Calif.; K. E. Lawrence of Kansas 
City, Mo.; Donald Keys of Lincoln, Neb. ; 
Theodore Bodine of Akron, Ohio, and 
Merle Hale of Iowa City. In addition, 
Miss G. A. Morrison of West Roxbury, 
Mass., will give a four hour course in 
dental office administration. 


ORTHODONTISTS ANNOUNCE 
ESSAY CONTEST 


A $500 award is being offered for the 
winning essay in a contest sponsored by 
the American Association of Orthodon- 
tists, the Association has announced. The 
winner of the contest will be invited to 
present his essay at the Association’s meet- 
ing in San Francisco scheduled for May 
1955. 

Further information on the contest 
may be obtained from J. A. Salzmann, 
American Association of Orthodontists, 


654 Madison Ave., New York 21, 


Also * Additional groups which have announced meetings for Miami, Fla., in Novem- 
ber are the Association of American Women Dentists, November 8, Empress Hotel; 
the American Academy of Pedodontics, November 3-5, the Nautilus Hotel, and the 
Pan-American Council of Dentistry for Children, November 5, also at the Nautilus. 
... A young dentist and his wife are the stars of a movie, Cinerama Holiday, scheduled 
for release this month, John and Betty Marsh, of Kansas City, Mo., were selected as 
“typical young Americans.” . . . Edward Taylor, Texas dental director, is on indefinite 
sick leave. Letters concerning the dental division should be addressed to Texas State 
Department of Health, Austin, Texas, Attention: Dental Division. Dr. Taylor’s 
address is Travis County Tuberculosis Sanatorium, Webberville Rd., Austin, Texas. 
... The Southern Society of Orthodontists will hold its next annual meeting in Wash- 
ington, D. C., October 31 through November 3. . . . Wilmer Souder, retired National 
Bureau of Standards consultant, was honored at the May meeting of the Columbia 
Dental Club held in Washington, D. C. Dr. Souder was presented with a plaque “in 
recognition of his many scientific contributions to the advancement of dentistry.” He 
has contributed extensively to the science of dental materials. . . . Harold W. Welch, 
past president of the Chicago Dental Society, died August 23. Dr. Welch was 61 
years old. 
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International Correspondence 


NEWS FROM GREAT BRITAIN 


On June 25 new regulations covering all 
the administrative aspects of the General 
Dental Service came into operation. One 
of the new regulations makes it possible 
for the first time for a dentist working 
under the National Health Service to 
prescribe penicillin for injection for his 
patients. Jack Gilbert sends me the follow- 
ing notes on the General Dental Service. 

Dental practitioners providing treat- 
ment under the General Dental Service 
in Great Britain are paid on the basis of 
a scale of fees for each item of treatment 
they perform and not, as is the case with 
their medical colleagues, on a per capita 
basis. Difficulties have been experienced 
since the introduction of the Health Serv- 
ice by patients in need of emergency treat- 
ment who were unable to find a practi- 
tioner available outside normal surgery 
hours as most members of the profession 
do not reside at their surgery premises. 

Executive councils, the bodies respon- 
sible for the administration of the General 
Dental Service within their local areas, 
are becoming more and more interested 
in the introduction of schemes to make 
emergency treatment available for all who 
need it at week ends, during holiday 
periods and at other times when practi- 
tioners are not normally in attendance. 
The difficulty of introducing any such 
arrangement into a service remunerated 
according to items of treatment provided 
is apparent when it is realized that prac- 
titioners may well spend a considerable 
portion of their duty period waiting for 
casual patients who never arrive. Under 
the present regulations, since no treat- 
ment had been provided, no payment 
would be forthcoming. 


DENTISTRY AND TELEVISION 


Mr. Stewart Ross sends us the following 
notes on television and dentistry. Now 
that commercial television is to be used 
in Great Britain as an addition to the 
British Broadcasting Corporation, the 
government will make it obligatory foy the 
Independent Television Authority to set 
up a committee “representative of organ- 
isations, authorities and persons con- 
cerned with standards of conduct in the 
advertising of goods and services (includ- 
ing in particular the advertising of goods 
and services for medical and surgical pur- 
poses) to give advice to the Authority 
and programme contractors as to the 
principles to be followed in connexion 
with the advertisements included as 
aforesaid.” The British Dental Associa- 
tion is asking for membership on this com- 
mittee, since it is certain that manufac- 
turers of tooth pastes and toothbrushes 
will advertise. The Representative Board 
of the United Kingdom has agreed that 
any dentist in practice on his own account 
who appeared in a television program 
should remain anonymous, but no objec- 
tion would be raised if a dentist who was 
a paid official of the Association, a full- 
time teacher, or who held a comparable 
position, were to use his name. 

The Representative Board of the 
United Kingdom met July 17, and many 
items of importance to the dental pro- 
fession in Great Britain were discussed. 
Of special interest to our colleagues in the 
United States might be the membership 
figures. As of June 25 there were 9,723 
members, of which 9,276 were ordinary 
members, 249 affiliated members and 198 
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overseas members—an overall drop of 
440 since June last year. 

Professors M. A. Rushton and H. H. 
Stones were elected to the Board of the 
Faculty of Dental Surgery of the Royal 
College of Surgeons of England July 16. 
G. L. Roberts was elected to the Board 
for the first time. Ronald J. Grewcock 
was elected one of the three Board mem- 
bers representing the licentiates. The 
Charles Tomes lecture was given by Pro- 
fessor Martin Rushton on “Anomalies 
of Human Dentine.” This excellent lec- 
ture will be published in the Annals of the 
Royal College of Surgeons. 

Prof. R. Bradlaw was appointed a 
Hunterian Professor at the College for the 
coming year. 

The Minister of Health, Iain Macleod, 
who spoke at the Faculty dinner, stressed 
three points which were of concern to 
him in his relations with the dental pro- 
fession in Great Britain; namely, his de- 
sire to maintain the improved relations 
which exist between the ministry and the 
dental profession, his great anxiety to as- 
sist in the problem of recruitment to the 
dental profession and lastly, his desire 
that prevention be stressed as a long-term 
policy in the National Health Service. 

Perhaps the most outstanding event 
reported for 1954 was the inauguration 
of a diploma in orthodontics, the first 
examination for which will be held this 
month. The standard of the examination 
will be such that the diploma will be a 


guarantee of a sound scientific and work- 
ing knowledge of the principles of ortho- 
dontics. A copy of the regulations may be 
obtained on application to the secretary 
of the Faculty or the examination secre- 
tary, Examination Hall, Queens Square, 
London, W.C. 1. 


ITEMS OF INTEREST 


There is an interesting article in the July 
16 issue of the British Dental Journal en- 
titled “A Five Year Report on the Effect 
of Topical Application of Sodium Fluor- 
ide on Dental Caries Experience” by 
Arvid Syrrist and Kjell Karlsen of the 
department of pedodontics, State Dental 
School, Malmo, Sweden. 

Lester R. Cahn, president of the Insti- 
tute of Clinical Pathology, New York, 
delivered the second William Guy Me- 
morial Lecture in the Hall of the Royal 
College of Surgeons of Edinburgh July 
12. The subject of the lecture was the 
evolution of the treatment of oral infec- 
tions. Dr. Cahn was received as a Fellow 
in Dental Surgery of the College. 

It will interest our colleagues in the 
United States to know that there are only 
512 dentists serving in the Armed Forces 
of the United Kingdom, 97 in the Royal 
Navy, 250 in the Army and 165 in the 
Royal Air Force. 

Gerald H. Leatherman, D.M.D., 
F.DS.RCS. 
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Fluoridation in Brantford, Ontario 


Fluoridation began in Brantford, Ontario, in 1945. Surveys show that after eight years 
of fluoridation there has been a 53.7 per cent reduction in the DMF rate of children 
studied. (See the August sourNAL, page 183 for a detailed report.) Recently, the 
Brant County Board of Health adopted a statement which said that it viewed “with 
gratification the marked improvement in the dental health of Brantford school 
children.” The statement noted that the medical staff of the Brantford General Hos- 
pital said that no physician in the Brantford area had reported any ill effects from 
the fluoridation program and that the Brant County Dental Society had endorsed 
the health measure. Printed here are excerpts from an address delivered before the 
Brantford Fluorine Committee by W. L. Hutton, director of the Brant County Health 
Unit, Brantford, Ontario, Canada, in which he discusses the findings of the study. 


Mr. Chairman: 

It is now 12 years since the subject of fluori- 
dation was first considered in the city of 
Brantford. It is ten years since Dr. Bradley 
Linscott conducted his prefluoridation dental 
surveys which established the base line of 
dental health in Brantford, from which we 
have been able to judge the changes which 
have since takey place. It is almost nine years 
since sodium fluoride was added to the city 
water supply. It is six years since the Depart- 
ment of National Health and Welfare under- 
took a long-term comparative study of dental 
health in Brantford, where sodium fluoride is 
mechanically added to the water supply; in 
Stratford where fluoride salts are added to 
the water supply from underground sources, 
and in Sarnia where there is fluoride-free 
water. 

This fluorine committee meeting year by 
year has noted with keen interest the regu- 
lar and uninterrupted improvement in the 
dental health of Brantford school children. 
Our debt to Dr. Linscott for his annual dental 
surveys is great. 

The comparative studies of Dr. H. K. 
Brown, on behalf of the Department of Na- 
tional Health and Welfare, have rounded out 
the scientific aspects of the Brantford fluorine 
experiment by providing the controls which 
are essential for any final judgment. 

Brantford was not the first city to fluoridate 
its water supply. We were preceded by a few 
months by Grand Rapids, Mich., and New- 
burgh, N. Y. These cities, like Brantford, have 
regularly examined and tabulated the dental 
changes occurring since the beginning of flu- 
oridation. 


The results of these momentous and parallel 
fluoridation experiments are now a matter of 
history. 

They have been checked, measured, ana- 
lyzed, confirmed and approved by innumer- 
able scientific bodies. They have met that 
crucial scientific test—-when repeated they give 
the same results. 

The various fluorine experiments are, there- 
fore, both factual and pragmatic. It is now 
accepted in the scientific world that fluorida- 
tion offers an impressive body of concrete, 
detailed and convincing facts in favor of the 
proposition that fluorine will prevent more 
than half the dental caries which invariably 
occurs in communities with a public water 
supply lacking in fluorine; and it does this 
without any detectable injury to health. 

The speculators of today have produced no 
evidence which would justify the rejection by 
sensible people of a proved method of pre- 
venting pain and decay in the teeth of chil- 
dren. 

Mother Nature is its own witness as to the 
value and safety of fluoridation. This is what 
the Journal of the Canadian Dental Associa- 
tion has to say in its issue of November 1953, 
“Many thousands of Canadians and millions 
of people elsewhere have consumed during 
their total lifetimes water fluoridated to ap- 
proximately one part of fluoride to a million 
parts of water from underground deposits and 
have thereby benefited by a reduction of about 
two thirds in the attack rate of tooth decay, 
without any ill effects discoverable by either 
the dental or medical professions.” 

The history of public health contains many 
familiar examples of the emotional and deep- 
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seated human reactions which have been con- 
jured up by the speculators and pretenders of 
bygone days. The sound and fury of past 
controversies about pasteurization of milk and 
vaccination against smallpox have died away. 
Their impressive memories remain as strange 
illustrations of how readily fear may be 
aroused over health issues which impinge 
directly on individual lives. 

In the dark reaches of the human mind 
there is a fear which is part of our human 
inheritance. It is essentially an unreasoning 
anxiety, which can and does attach itself to 
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unrelated and different issues. The reign of 
fear is never permanent. Distrust and anxiety 
may hold back progress here and there; but 
in the end, courage will return, vain specula- 
tions will be rejected and common sense will 
prevail. 

In the past, dental caries has been the most 
prevalent of all the diseases from which man- 
kind suffers. The present evidence indicates 
that fluoridation, with silent and painless 
efficiency, will drastically reduce the caries 
problem and raise the general level of the 
public health. 


Potassium fluoride as a caries preventive : 


a report published 80 years ago 


Scientific opinion expressed at the recent hearings in Washington, D. C., on the Wier 
antifluoridation bill was unanimously in favor of fluoridation as a caries preventive 
measure. Extensive and numerous surveys and studies in recent years have proved the 
effectiveness of fluoridation. Over 20,000,000 persons in the United States alone drink 
fluoridated water. But interest in fluorine as a caries preventive is not new. THE JOUR- 
NAL prints below a translation of an article entitled “Kali Fluoratum fiir Erhaltung 
der Zahne (Potassium Fluoride for the Preservation of the Teeth).” This article, as 
reported by Eduard G. Friedrich of Chicago, was written by Dr. Erhardt who prac- 
ticed in a little town near Freiburg, Germany. It was published in Memorabilien: 
Monatshefte fiir Rationelle Aerzte (Memorabilia: A Monthly Review for Rational 


Physicians) in November 1874. 


Iron has long been used for the blood. Lime 
and phosphate are given as materials for the 
bones. Similarly, it has been possible to ad- 
minister fluorine for the enamel of the teeth 
in a form soluble through juices, a form in 
which it can be absorbed. It is fluorine which 
gives hardness and lasting quality to the 
enamel of teeth and so protects them against 
caries. 

Several years ago fluorine pastilles were 
recommended in England, where dental care 
is known to be on a high level. 

The author relied upon the English ex- 
perience when he undertook studies on dogs. 
The studies were made as follows. A molar 
tooth was extracted. The dog was fed for four 
months with very small doses of potassium 
fluoride, and after this time a molar tooth on 
the opposite side was pulled. 


Exact study and measurement showed that 
the enamel of the latter tooth was thicker and 
harder, and thus the fact became known that 
the fluorine had been deposited there. 


Potassium fluoride is an easily soluble salt. 
When administered, the small dose does not 
impair the digestive tract at all. Of course, 
one must not expect a noticeable change after 
a few days, and this is also the case with many 
other substances, for example, liver oils. Potas- 
sium fluoride must be administered for months, 
and for this purpose the pleasant tasting Hun- 
ter’s pastilles are suitable; the daily dose is 
one pastille. 

These pastilles are especially suitable for 
children during dentition and for women 


during pregnancy, when the teeth so frequently 
suffer. 
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State 
Alabama 


Colttornia 

S. California 
Colorado 
Connecticut 
Delaware 

District of Columbia 


Indiana 
lowa 
Kansas 
Kentucky 
Louisiana 


Maryland 


Massachusetts 
Michigan 


Minnesota 
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Missouri 
Montana 
Nebraska 
Nevada 

New Hampshire 
New Jersey 
New Mexico 
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North Carolina 
North Dakota 
Ohle 
Oklahoma 


Oregon 

Panama Canal Zone 
Pennsylvania 

Rico 


erto 
Rhode Island 
South Carolina 
South Dakota 
Tennessee 
Texas 
Utah 


Ninety-Fifth Annual Session 
Ninety-Sixth Annual Session 
Ninety-Seventh Annual Session 


Announcements 


Date 
Apr. 4, 5, 1955 


Apr. 27-30, 1955 


Apr. 3-6, 1955 
Apr. 16, 1955 


May 9-11, 1955 
Oct, 3-6 

May 18-20, 1955 
Dec. 8 


Apr. 24-27, 1955 
Oct. 10- 

June 15-18, 1955 
May 198s 
May 1-4, 1955 
May 15-18, 1955 
Apr. 18-21, 1955 
Apr. 13-16, 1955 


une 23-25, 1955 
ay 2-4, 1955 


May 1-4, 1955 
Apr. 18-20, 1955 


Mar. 28-30, 1955 
Apr. 24-27, 1955 
May 15-18, 1955 


May 5-7, 1955 
Apr. 25-28, 1955 


June 12-14, 1955 
18-20, 1955 

ay 22-25, 1955 
May 16-18, 1955 
May 15-18, 1955 


Oct. 17-20 
Apr. 20, 1955 


Mar 7-9, 1955 


Oct. 4-6 

26-29, 1955 
Jan. 1955 

May 22-24, 1955 
May 15-17, 1955 
May 8-12, 1955 
May 1-5, 1955 
Apr. 21-23, 1955 


Aor. 29-May 6, 
1955 


Nov. 8-11, 1954 
Oct. 17-20, 1955 
Oct, 1-4, 1956 


Place 


Birmingham 


Grand Canyon 


1 ittle Rock 
San Francisco 


Los Angeles 
Colorado Springs 
Hartford 


Wilmington 


Jacksonville 


Atlanta 
Honolulu 


Coeur d'Alene 
Peoria 
Indianapolis 


Des Moines 


Kansas City, Mo. 


Louisville 
New Orleans 


Rockland 
Baltimore 


Boston 
Detroit 


Minneapolis 


ackson 
ansas City 


Bozeman 
Lincoln 


Whitefield 
Alantic City 
Ruidosa 


New York 

Pinehurst 

Cincinnati 
ulsa 


Portland 


Pittsburgh 

n Juan 
Providence 
Charleston 
Aberdeen 
Nashville 
San Antonio 

en 


Woodstock 
Havana, Cuba 


MEETINGS OF THE AMERICAN DENTAL ASSOCIATION 
Miami, Fla. 


San Francisco 
Atlantic City, N.J. 


MEETINGS OF CONSTITUENT SOCIETIES 


Secretary 
F. A. Finney, Jr. 


C. J, Pearson 
R. W. Christensen 


D. M. Hamm 
L. R. Ludwigsen 


J. P. Bowers 

W. R. Humphrey 
E. S. Arnold 

. J. Zurkow 

B. Lloyd 

E. Edwards 


W. Yarbrough 
H. Dawe 


. O'Halloran 

. W. Clopper 

C. Barnhill 

. Wilson 

. A. Richmond 

. B. Coxwell, Jr. 
S. Bernhard 


M. Gower 
. L. Pessagno, Jr. 


E. Tingley 
Wertheimer 


== 


V. E, Cassel 


. Cohen 
Suggett 


. G. Vedova 
. A. Pierson 


M. Seifert 
. E. Williams 


. A. Wilkie 

. D. Coffey 

. B. Keltgen 
. G. Tones 

. A. Russman 
. Dz. 


Holder 
Teitel 


D. Zimmerman 
. de Jesus 

. C. Friedman 

. R. Owings 

. N. Thelen 

. M. Ballentine 


ale 
Dalgleish 


Reardon 
. McAfee 


Address 


1045 Forrest Ave., 
Gadsden 
500 K St., Anchorage 
17 E. Weldon Ave., 
Phoenix 
Box 89, Clarksville 
450 Sutter St., 
San Francisco 
124 W. Lime Ave., 
Monrovia 
724 Republic Bidg.. 
Jenver 
37 Linnard Rd., 
W. Hartford 
152 S, State St., 
Dover 
7007 R St., N.W 
Washington 
152 Alhambra Circle, 
Coral Gables 
Bibb Blde., Macon 
810 N. Vineyard St., 
Honolulu 
Box 703, Coeur d'Alene 
623 Jefferson Bidg., Peoria 
400 Bankers Trust Bidg., 
Indianapolis 
639 Insurance Exchange 
Bidg., Des Moines 
861 Brotherhood Bidg.. 
Kansas City 
1976 Bivd., 
uisville 
2515 Line Ave., 
Shreveport 
Box 27, Skowhegan 
415 Medical Arts Bidg., 
Baltimore 
12 Bay State Rd., Boston 
Michigan Dept. of Health, 
Lansing 
225 Hamm Bidg., 
St. Paul 
306 Plaza Bidg., Jackson 
201 Merchants Bank Bidg.. 
efferson City 
oundup 
1112 Federal Securities 
Bidg., Lincoln 
$06 Humboldt St , Reno 
814 Elm St.. Manchester 
407 Cooper St., Camden 
Medical Arts Square, 
Albuquerque 
1 Hanson Place, Brooklyn 
Kibler Bidg., Morranton 


517 de Lendrecie Bidg., Fargo 


185 E. State St., Columbus 
809 Medical Arts Bldg.. 
Oklahoma City 

308 Bidg., Portland 
Box D, U.S. Naval Station, 
Rodman 

217 State St., Harrisburg 
Box 624, San Juan 

? Ayrault St., Newport 

7 Medical Court, Greenville 


310A W. 18th St., Sioux Falls 


Pulaski 

3607 Gaston Ave., Dallas 
124 State Capitol Bidg.., 
Salt Lake City 

18 Madison St., Rutland 
70S Colonial National Bank 
Bidg., Roanoke 


on 

Florida 

7 
Hawaii 
Idaho 
: 
Maine 

rag 


State 
Washington 
West Virginia 


Wisconsin 
Wyoming 


New Hampshire 
New Jersey 

New Mexico 
New York 
North Carolina 
North Dakota 
Ohio 
Oklahoma 
Oregon 
Pennsyivania 


Puerto Rico 
Rhode Island 


South Carolina 
th Dakota 
Tennessee 

Texas 


Utah 


Vermont 
Virginia 
Washington 
West Virginia 


*Dental examination. 


on locations of examinations 


Date Place 
Mar. 24-26, 1955 Seattle 


July 24-27, 1955 
rings 


Apr. 25-27, 1955 ilwaukee 


June 1955 Cheyenne 


ANNOUNCEMENTS... 


White Sulphur 


Secretary 
W. B. Martin 
G. N. Casto, Jr. 


A. E. Kopp 
T. J. Drew 
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Address 

Medical-Dental Bldg.. 
Seat 

710% Lee St., Charleston 
Wells Bidg., Milwaukee 


State Office Bidg.. 
Cheyenne 


MEETINGS OF STATE BOARDS OF DENTAL EXAMINERS 


Dete Place 


June 20-24, nee Birmingham 


June 20,21, 1955t 


June 20-24, 1955*¢ Little Rock 


Honolulu 


Dec. 6-9 
May 23-27, 1955~ 


Nov. 29-Dec. 1f 


jan. 23- 29, 198s 
5-11, 19 

10-14, 

une 13-17, 1955*tf 

an. 4-6, 1955 Jackson 

une 21-23, 1955 


June 20-24, 1955 Fargo 


Dec. 16-18*t Portland 


Sept. 22-26* 
Sept. 24-26t 


6-11, 1955* 
une 6, 7, 19551 


tDental hygiene examination. 


Indianapolis 


Secretary 


W. L. McCarty 


il. Williams 
. K. Trueblood 
. O. Weatherly 
. E. Tilden 


Peabody 
. Brooks 
Musselman 
. T. Birthright 


. W. Kellner 
. McNeil 


. L. Houvener 


. E. Blickenstaff 
. A. McKee 
Frech 

. J. FitzGerald 
» iL. 

. M. 


C. St 


Ann Arbor 


M. G. Walls 
J. C. Boswell 
R. R. Rhoades 
R. Whitehead 
S. G. Markos 


F. O. Alford 
A. L. Pushor 
H. B. Smith 
R. P. Keidel 
F. L. Utter 
A. M. Stinson 


. Mercado C. 
. M. Hackett 


T. C. Sparks 
H. T. Aker 
C. R. Aita 
R. T. Weber 
D. L. Folsom 


P. M. Fitch 
J. M. Hughes 


M. L. Mower 
A. Laughlin 


Address 


200 Professional Center, 
Montgomery 
Box 2122, Juneau 
107 East A Ave., Glendale 
205 Halter Bidg.. Conway 
Medico-Dental Bidg.. 
Sacramento 
724 Republic Bldg., Denver 
302 State St., New London 
143 W. Main St., Newark 
Suite 718, 1835 Eye St., N.W., 
Washington 
P. O. Box 155, Hollywood 
307 Firet National Bank 
Bidg., Rome 
427 Dillingham 
Honolulu 
1023 Fourth St., S., Nampa 
503 Wood Bidg., Benton 
$04 Broadway, Gary 
615 Brick & Tile Bidg.. 
Mason City 

x 71, Hiawatha 
1330 Central Ave., Ashland 
833 Maison Blanche Bidg., 
New Orleans 
Box 387, Skowhegan 
3429 Park Heights Ave., 
Baltimore 
Rm. 33, State House, Boston 
3714 W. MeNichols Rd 
Detroit 
Place. 
> » 


au 

508 Lamar Life Bidg.. 

Jackson 

414 Central Trust Bidg., 

Jefferson City 

301 Phoenix Bidg., Butte 

1210 Federal Securities Bide 

Lincoln 

Suite 6, Masonic Temple, 

Reno 

8 Renaud Ave., Dover 

150 E. State St., Trenton 

Artesia 

23 S. Pearl St., Albany 

1109 Liberty Life Bidg., 

Charlotte 

Lisbon 

322 E. State St.. Columbus 

403 Surety Bidg 

Muskogee 

506 Pioneer Trust Bidg., 

Salem 

Dept. of Public Instruction 

Box 911, Harrisburg 

Box 3717, Santurce 

267 Academy Ave.. 

Providence 

1315 Pickens St.. Columbia 

Canton 

609 Bennie Dillon Bidg.. 

Nashville 

312 Capital National Bank 

Bidg., Austin 

1101 First Security Bank Bidg.. 

Salt — City 

Newpx 

715 Redic al Arte Bidg., 

Richmo 

National Bank of Commerce 
Bidg., Olym = 

613 idg., Clarksburg 


tWrite to secretary of dental examining board for information 


4Approximate dates—verify with state dental examining 


— — 
Alaska K 
Arizona 
Arkansas 
California 
Colorado 
Connecticut 
Delaware 
District of Columbia if 
Florida 
Georgia 
Hawali Sept. 14 
Idaho 
Ilinois 
lowa 
Kentucky 
Louisiana eib 
Maine Derbyshire 
Maryiend vin 
Massachusetts G. J. Fink ay 
Michigan J. L. Champagne & 
Minnesota 
Mississippi 
Missouri 
Montana 
Nebraska 
Nevada Dec. 6 Las Vegas taal 
Dec. 12* Concord 
W. A. Wilson “5 
. J. Clarke, Sr. Ss. 
b W. Beier 
| 
Dallas 
Richmond | 
board. 


: 
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State Date 


Wisconsin 
Wyoming 


MEETINGS OF OTHER ORGANIZATIONS 


State 


American Academy of 
Dental Medicine 
American Academy of 
Gold Foil Operators 


American Academy of 
the History of Dentistry 
American Academy of 
Implant Dentures 
American Academy of 
Oral Roentgenology 
American Academy of 
Periodontology 
American Association of 
Dental Examiners 
American Board of 
Dental Public Health 
American College of 
Dentists 

American Dental 
Assistants Association 
American Dental 
Hygienists’ Association 
American Dental Society 
of Anesthesiology 
American Denture 
Society 

American Institute of 
Dental Medicine 
Americar Public 

Health Association 
American Society of 
Oral Surgeons 

Austrian Dental 
Convention 


Chicago Dental 
Society 


Council on Dental 
Education, Dental 
Aptitude Tests 

Denver Dental Associa- 
tion Midwinter Meeting 
Eastern Ontario Dental 
Association 

Fourth National Dental 
ongress of Peru 

Greater New York 
Dental! Meeting 

Italian Congress of Den- 
tistry and Stomatology 
Twenty-ninth Congress 
Journees Dentaires 

de Paris 

Mid-Continent Dental 
Congress 

Middle Atlantic Society 
of Orthodontists 
National Board of 

tal Examiners 

New England Dental 
Society 

Northeastern Seciety 
of Orthodontists 
Seventh New Orleans 
Denta! Conference 
Southern Society of 
Orthodontists 


Southwestern Society 
of Orthodontists 


Date 


Dec. 


Nov. 


Nov. § 


Nov 


Nov. 


Nov. 


Nov. 5, 


Nov. 


Nov 


Nov. 


Nov. 


Oct. 


31-Nov. 4 


11-15 


. 25, 26 


24-27 


. S1-Nov. 3 


10-135 


Place 


Piace 


New York 


M 
Fl 


a 


Miami, 

Fla 

Miami, 

Fla 

Miami, 

Fla 

Miami Beach, 
Fla. 

Miami, 

Fla. 


Miami, 

Fla. 

Miami 

Fla 

Miami, 

Fla 

Miami, 

Fla 

Miami, 

Fla. 

Miami, Beach 
Fla 

Palm Springs, 
Calif, 

Buffalo 


Hollywood, 
Fla. 


Innsbruck, 
Austria 


Chicago 


Denver 
Kingston, 


Ontario, Can 
Lima, 

Peru 

New York 


Venice, 
Italy 


Paris, 

France 

St. Louis 
Atlantic City, 
Boston 
Buffalo 


New Orleans 


Washington, 
D.C, 


Oklahoma City 


Secretary 


5. F. Donovan 
W. A. Hocker 


Secy. or Chm. 


W. M. Greenhut 


Secy. 

G. D. Stibbs 
Secy. 

H. L. Fageart 
Secy. 

E. J. Kresse 
Secy. 


E. A. Bourassa 
y. 


C. E. Chamberlain 


Secy. 
C. A. Bumstead 
Secy. 
P. E. 
Secy 


O. W. Brandhorst 


y 
M. L. Martin 
Exec. Secy. 
M. Swanson 
Exec. Secy. 
J. H. Mervis 
Secy. 
A. L. Roberts 
Secy. 
M. G. Lewis 
Exec. Secy. 
R. M. Atwater 
Exec. Secy. 
R. F. Whalen 
Exec. Secy. 
Fischer 
Secy. 


K. S. Richardson 


Exec. Secy. 
S. Peterson 
Secy. 
B. Kletzky 
Secy 


M. M. Derrick 
Secy 


V. R. Iparraguirre 


Secy. Gen 

M. Purdy 

Exec. Secy. 
U. Saraval 
Dir. 


J. Ouvrard 
Secy. Gen. 
J. E. Brophy 
Exec. Secy. 
G. A, Devlin 
Secy. 

G. J. Casey 
Secy. 


F. L. Finley, Jr. 
Sec 


Secy. 
W. J. Prezzano 
Secy. 
V. B. Marquer 
Secy. 


M. D. Edwards 
Secy. 


F. A. Boyd 
Secy. 


Blackerby, Jr. 


Address 


Tomah 
212 0 & S Bidg., Casper 


Address 


124 E. 84th St., 

New York 

School of Dentistry, 
University of Washington, 
Seattle 

2120 Pine St., 
Philadelphia 

312 17th St., 

Denver 

1033 Medical and Dental 
Bidg., Seattle 

115 North St., 

Peoria, Ill. 

924 Stuart Bidg., 
Lincoln, Neb. 

250 Champion St., 
Battle Creek, Mich. 
4221 Lindell Bivd., 

St. Louis 

410 First National 

Bank Bldg., LaPorte, Ind 
1735 Eye St., N.W., 
Washington, D.C. 

510 Walnut St., 
Clairton, Pa. 

Aurora National Bank 
Bidg., Aurora, Il. 

2240 Channing Way, 
Berkeley, Calif. 

1790 Broadway, 

New York 

1112 E. Clay St., 
Richmond, Va. 

Tirolean Dental Society, 
Anichstrasse 35/1, 
Innsbruck, Austria 

30 N. Michigan Ave., 
Chicago 

222 E. Superior St., 
Chicago 


724 Republic Bidg., 
Denver 

183 Metcalfe St., 
Ottawa, Ontario, Can 
Plaza San Martin 981, 
Lima, Peru 

Rm. 106A, Hotel Statler, 
New York 

Campo Manin 4017, 
Venice, Italy 


33, Av. Pierre, ter, 
De-Serbie, Paris 
8013 Maryland Ave., 
St. Louis 

49 Bleeker St., 
Newark, N.J. 

222 E. Superior St., 
Chicago 

43 Farmington Ave., 
Hartford, Conn. 
Medical Centre, 
White Plains, N.Y. 
2213 S. Carrollton Ave., 
New Orleans 


132 Adams Ave., 
Montgomery, Ala. 
1502 N. Third St., 
Abilene, Texas 


\ 
6,7 
4-6 
4, 
8-11 
8-11 
= Nov. 6, 7 
: Nov. 5, 6 
Oct. 
Oct, 
Sept. 23-25 
1955 
Oct. 1, 2 
Jan. 9-12, 
1955 
Sept. 19-21 
Dee. 6-10 
Sept. 13-18 
4 Nov. 24-28 
Nov. 28-Dec. 1 
Oct. 3-5 
Dec. 6, 7 
Oct. 20, 21 
Oct 


Save 
on your copy of the 


1955 edition 


of the AMERICAN DENTAL 
DIRECTORY 


Orders placed after Oct. 15th $7.50 
Orders placed now 
Saving $1.50 


With almost 25,000 address changes per year, plus 
wholesale revisions in the reference section, it is 
imperative that the American Dental Directory be 
published annually. Like its predecessors, the 1955 
edition will contain information of vital interest to 
every dentist and to everyone allied with dentistry, 
such as— 


@ The names and addresses of more than 90,000 
U.S. dentisis arranged both alphabetically and 
geographically. 


@ Up-to-date information concerning every dentist 
listed—membership in the American Dental As- 
sociation, character of practice, dental school from 
which graduated, and year of graduation. 


@ A separate listing of dental specialists. 


@ A general information section including the names 
and addresses of key dental personnel in each 
state, list of dental schools, requirements of state 
dental examining boards, and many other equally 


important items, 


Order Department AMERICAN DENTAL ASSOCIATION 
222 E. Superior Street, Chicago 11, Illinois 


Please enter my order for —— __. copies of the M1, 
American Dental Directory, 1955 edition at $6.00* per copy. 
My remittance is enclosed. | understand that shipment will 
be made in January 1955. 


Name 
Please Print 


Address _ 


City, Zona, State 


*This price applies only to orders placed before October 15 
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¢ SHARP 
DOHM 


DIVISION OF MERCK & CO., tne, 
Penmsyhvene 


EXCITEMENT |S RARELY ENCOUNTERED WITH VINETHENE 


Welcome oblivion for dental extractions 


VINETHENE. 


(VINYL ETHER FOR ANESTHESIA U.S.P.. MERCK) 


ADVANTAGES: VINETHENE offers welcome 
benefits to both exodontist and patient. It 
minimizes emotional trauma by inducing 
anesthesia rapidly and smoothly. Recovery 
is prompt and usually without postextraction 
nausea. VINETHENE affords desired flexibil- 
ity too; it may be administered via the simple 


open-drop technic or used in your gas ma- 
chine to complement nitrous oxide-oxygen. 


SUPPLIED: In bottles of 25 cc., 50 cc., and 
75 cc., each with convenient dropper-caps. 


COUNCIL ACCEPTED 


A-18 
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INSTRUCTIONS: Reservations for hotel 
accommodations may be secured for 
either Miami or Miami Beach by com- 
pleting this application and mailing it 
to: A.D.A. Housing Bureau, 320 N.E. 
Fifth Street, Miami, Florida. 


| t | Be sure to indicate your arrival time in 
ore Miami. Reservations will be held only 
until 6 p.m, of the day you indicate for 


reservation your arrival in Miami. Failure to notify 

the hotel of any last minute change in 

a lication your arrival time may result in cancel- 
pp lation of the reservation. 

Names of all persons who intend to oc- 

95th Annual Session cupy the accommodations must be listed 

on the application. 

List four choices of hotels. Confirmation 

Association will be sent to the applicant indicating 

Nov. 8-11, 1954 which hotel has accepted the reservation. 


Miami, Florida Write the A.D.A. Housing Bureau in 
Miami if you wish to cancel the reser- 


vation. 


A.D.A. Housing Bureau © 320 N.E. Fifth Street, Miami, Florida 


ADA. 


(Street address) 


Arrival in Miami 


Accommodations : 


(First choice) (Third choice) 


Hotel___ 


(Second choice) 


[] Single occupancy, rate to range from $___ 

[] Double occupancy, double bed, rate to range from $ 

'] Double occupancy, twin beds, rate to range from $___ 

Suite of____ rooms, including partor, rate to range from $ 


Occupants: ‘use an extra page for listing additional names if necessary) 
Room will be occupied by: 


(Name) 


(Name) Thy) (State) 


f 
up 
(Please print or type) 
' 
(City) (Zone) (State) 
a.m. 
! 
! 
! 
per day. 
to $ per > names must 
tos per day, { De listed below : 
tos per day by 
| 


Municipal Auditorium 


ISLAND 


VIRGINIA 
KEY 


Deo 
a 
as— 
- 
= 

@ 
Dinner Key Auditorium 


7 
21 


Key no. Hotel 


Hotels 


in MIAMI 


Alcazar 
Alhambra 
Belfort 
Berni 


Biscayne Terrace 


Columbus 
Cortez 
Dallas Park 
Comodoro 
Everglades 
Leamington 


= 
$5.00 
5.00 
8.00 
6.00- 7.00 
4.00 


5.00- 6.00 
5.00- 8.00 


Double 

$6.00-$ 7.00 
7,00 

6.00- 7.00 
5.00- 7.00 
10,00- 14.00 
8.00- 12.00 
5.00- 7.00 
10.00 

8.00- 12.00 
8.00- 12.00 
6.00- 7.00 


Key no. Hotel 


Hotels in MIAMI BEACH 


Liberty 
McAllister 
Miami Colonial 
Paramount 
Patricia 

Plaza 

Ponce de Leon 
Robert Clay 
Towers 

Tuttle 
Venetian 


5.00- 6.00 


6.00- 8.00 


Key no. Hotel 


Atlantic Towers 


Atlantis 
Belmar 
Billows 
Cadillac 
Capri 
Caribbean 
Catalina 
Claridge 
Continental 
Cromwell 
Croydon Arms 
Del Prado 
Delano 

di Lido 
Dorchester 

Morocco 
Embassy 
Empress 

Gale 

Good 

Lord Tarleton 
Maxine 

Monte Carlo 
National 
Nautilus 
Ocean Grande 
Patrician 


$ 7.00 


5,00 
8.00 


6.00 
6.00 


3.00 
4.00 
6.00 
5.00 
5.00 


4.00 
5.00 
6.00 


4.00 
4.00- 6.00 
10.00 


8.00-12.00 


4.00 


Double 


$ 9.00-$ 

6.00 

10.00- 12.00 

6.00 

6.00- 8.00 

8.00 

8.00 

5.00- 6.00 

5.00 

5.00 

8.00 

6.00 

6.00- 8.00 
10.00 

10.00- 14.00 

5.00 

8.00 

8.00 

10.00- 14.00 

5.00 

7,00- 11.00 
12.00 

6.00 

9.00- 13.00 

6.00 

15.00 
5.00- 7.00 
6.00 


Key no. Hotel Single 
10 President Madison $7.00 
23 Promenade 8.00 
42 Rendale 4.00 
32 Richmond 5.00 
16 Robert Richter 6.00 
25 Roney Plaza 

55 Sagamore 

52 San Juan 5.00 
6 San Marino 8.00 
18 Sans Souci 

17 Saxony 

34 Seacomber 

26 Sea Gull 

31 Shelbourne 8.00 
48 Shelby 4.00 
29 Shore Club 

14 Shoremede 8.00 
2 Sorrento 8.00 
33 South Seas 5.00 
3 Sovereign 

35 Surtcomber 8.00 
36 Surrey 

46 Town House 

24 Traymore 5.00- 8.00 
19 Triton 4.00 
28 Vanderbilt 6.00 
15 Versailles 


Wilshire 


Double 


$8.00 
10.00- 12,00 
5.00 
6.00 
8.00 
10.00- 14.00 
8.00 
6.00 
10.00 
10.00- 14.00 
12.00 
10.00 
8.00- 10.00 
10.00- 12.00 
5.00 
8.00- 12.00 
10.00 
10.00 
6.00 
10.00 
10.00 
8.00 


6.00- 10.00 
6.00- 8.00 


8.00- 12.00 


7 
A-21 
3 6.00 
18 5.00- 7,00  8.00- 12.00 
9 6 5.00- 6.00 8.00- 10.00 
6 19 8.00 
21 5.00 7.00 
? 4 5.00 7.00- 8.00 7 
8 20 8.00 10.00- 12.00 
12 4 §.00- 6.00  5.00- 7.00 
10 2 4.00 6.00 
15 | 13 6.00 
17 1 
43 | 
ll 
37 
27 
38 
56 
44 
51 
6.00 
30 8.00 
12 
13 5.00 4.00 


the Butler 
tooth brush is 
never odverti 
tha public 


2 


reasons 


profession made famous 


resilient “velvet-tip" bristles clean 
thoroughly without irritation to the tooth 
strueture or soft tissue 


individual tufts of uniform height contact 
more teeth with each brushing stroke ... are 
adequately spaced to allow penetration of 
all interproximal areas 


narrow head increases maneuverability and 
cleansing effectiveness in posterior areas 


straight, rigid handle aids manipulation in 
accordance with accepted brushing techniques 


interproximal rubber tip provides greater 
effectiveness with exclusive combination of 
soft-apex on hard-rubber body 


The efficient, simple design of the Butler toothbrush 
makes it a most effective cleansing instrument, an 
excellent prescription for home-aid to oral hygiene... 
Professional recommendations alone have made the Butler 
toothbrush known and respected throughout the world. 


Send for 
“BRUSHING DATA FILE” 


There is a Butler toothbrush to 

fit every patient's needs. For 
technical information about all 
Butler brushes and their applications, 
just write “data file” on your card 
or letterhead, and send it to us 
today. (No obligation, of course). 


+ Chicago 11, 11. 


Write for new Butier Christmas offers—Junior brush Toy-Pak plus bonus gifts 


on Adult brushes. 


is the toothbrush 
| 

THE JOHN O. BUTLER CO. 
Lake ther 


Thoma—ORAL PATHOLOGY 


This monumental work covers every phase of 
pathology of the teeth, the jaws, and the oral 
mucosa. The coverage includes treatment. By 
KURT H. THOMA. Fourth Edition. 1653 pages, 
1693 illustrations, 78 in color. Price, $22.50. 


Tylman—THEORY and PRACTICE of 
CROWN and BRIDGE PROSTHESIS 
Emphasis has been placed upon the importance 
of an analysis of the need for crown and bridge 
service; the more desirable and economic man- 
ner to render this service; and the relation of 
fixed partial denture prosthesis to the other sub- 
jects in the dental curriculum and to dental 
practice. By STANLEY D,. TYLMAN. Third Edi- 
tion. 1040 pages, 1363 illustrations. Price, $16.00. 


Muhler-Hine-Day— 
PREVENTIVE DENTISTRY 


Its primary aim is to provide the student, gen- 
eral practitioner and public health worker with 
useful information on developments in the field 
of science which contribute to “preventive den- 
tistry.” Also, it aims to present along with the 
prophylactic methods, some basic concepts upon 
which subsequent preventive techniques may be 
based. By JOSEPH C. MUHLER, MAYNARD 
K. HINE and HARRY G. DAY. 336 pages, 56 
illustrations. Price, $8.50. 


Orban—ORAL HISTOLOGY 
and EMBRYOLOGY 


Correlating clinical procedure with biologic 
foundation, this book has become a solid founda- 
tion stone in modern dentistry. Dedicated to the 
principle that “clinical procedure” is based on 
the knowledge of normal structure, practitioners 
look upon it as the outstanding text covering 
microscopic anatomy of the teeth and associated 
parts. By BALINT ORBAN. Third Edition. 364 
pages, 263 illustrations, 4 color plates. Price, 


“ 


Rounds—PRINCIPLES and TECHNIQUE 
of EXODONTIA 


Deals principally with operative procedures con- 
sidered of proved worth in the successful extrac- 
tion of teeth. The techniques described hove 
been evaluated over the years many times by 
trial and error in a practice exclusively lim'ted 
to Exodontia they are based on established 
principles. By FRANK W. ROUNDS and 
CHARLES ELDER ROUNDS. 408 pages, 365 
illustrations. Price, $10.00. 


THE C. V. MOSBY COMPANY, 
3207 Washington Bivd., St. Louis 3, Mo. 


Keep Abreast with These MOSBY Books! 


A- 


Mead—ORAL SURGERY 


Confined to the practical side of oral surgery, 
this book explains the everyday surgical prob- 
lems which are likely to confront the dental 
practitioner. It gives tested methods and pro- 
cedures—with pre- and post-operative care. By 
STERLING V. MEAD. Fourth Edition. 1500 
pee 872 illustrations, 13 color plates. Price, 
25, 


Goldman—PERIODONTIA 


A study of the histology, physiology, and pathol- 
ogy of the periodontium, and the treatment of its 
diseases. To correlate etiology and diagnosis 
to the underlying tissue changes, the anatomy, 
physiology, and pathology of the periodontium 
ave been presented in such fashion that both 
student and practitioner can understand the 
basic principles involved. Over 400 pages devoted 
to treatment! By HENRY M. GOLDMAN, Third 
Edition. 790 pages, 525 illustrations, 12 in color. 
Price, $16.00, 


Hogeboom—PRACTICAL PEDODONTIA 
Gathered together in this book are the funda- 
mentals of pedodontia, collected from many tried 
sources. It’s a eross section of the rules of the 
game as applied to dentistry for children at this 
time. By PLOYDE EDDY HOGEBOOM, Sixth 
Edition. 642 pages, 588 illustrations. Price, 
$12.50. 


Swenson—COMPLETE DENTURES 


This book does not undertake merely to tell 
HOW denture prosthesis is to be pursued, but it 
actually SHOWS by means of excellent illustra- 
tions how the various steps are to be performed. 
Covering the subject completely, this book actu- 
ally teaches—words and illustrations being so 
closely associated as to make them seem as one. 
Both chair and laboratory procedures are de- 
scribed. By MERRILL G. SWENSON, Third 
Edition. 735 pages, 882 illustrations, 10 in color. 
Price, $13.50. 


Winter-Harrigan—TEXTBOOK of 
EXODONTIA 


A book designed to assist the student and practi- 
tioner in understanding the fundamental prin- 
ciples of Exodontia and to furnish practical in- 
formation about the principles and technic in the 
removal of teeth and in minor oral surgery. By 
LEO WINTER, WILLIAM F. HARRIGAN and 
LEO WINTER, JR. Sixth Edition. 350 pages, 
385 illustrations, 1 color plate. Price, $8.00. 


Gentlemen: Send me the following books, charging my account. 


Street 


ADA— 9-54 


28 


| 


$8.50. 
Date 
Dr. 
City Zone State 


X-RAY 
FIXER 


Rinn Developer and Fixer CONCENTRATES 
with PHENIDONE 


Finest Results EVER! 


There’s NO Metol in Rinn’s new Developer, but 
instead this top-flight photographic agent. nidone 
was first prepared as early as 1890 . . . later its 
wonderful action as a photographic agent was dis- 
covered. But, only now has it become practical to 
manufacture it. Its behavior is amazing; it’s truly 
revolutionary . . . another Rinn product to bring 
you finer radiographic results. 


OUTSTANDING CHARACTERISTICS of PHENIDONE 
High concentration possible. Result: Will not discolor as rapidly with age 
more brilliant radiographs. (PHENIDONE has a tendency to 

Less staining fingers and cloth- retard oxidation.) 


ing. 
Eliminates skin rash or metol 


poisaning. Longer tank life. 


SEE YOUR The Rapid Fixer, also new improved $1.25 
formula, lasts longer, fixing PER CAN 
and hardening films more TO MAKE 


uniformly. ONE GAL. 


X-RAY PRODUCTS Inc. 
2929 Crawlord Chicago 41, I 
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Induction of sieep 


one of the 44 uses 


for short-acting 


To produce gentle, restful sleep—or in any of 
more than 44 clinical uses—you'll find that short- 
acting NEMBUTAL offers these advantages: 


1. Short-acting NEMBUTAL (Pentobarbital, Abbott) 
can produce any desired degree of cerebral depres- 
sion—from mild sedation to deep hypnosis. 


2. The dosage required is small—only about one- 
half that of many other barbiturates. 


Nembutal 


3. Hence, there's less drug to be inactivated, shorter 
duration of effect, wide margin of safety and little 
tendency toward morning-afler hangover. 


4. In equal oral doses, no other barbiturate com- 
bines quicker, briefer, more profound effect. 


Sound reasons why—after 24 years’ use—more 
barbiturate prescriptions call for NEMBUTAL. How 


many of short-acting NEMBUTAL’S 
44 uses have you prescribed? Abbott 


= 

x : 

; 
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CHEMLASTIC 


the Outstanding Alginate 
Elastic Impression Material 


The only Material which 
combines all these 
qualities — 

Accurate 

Body with flow 

Not critical 

Easy to mix 

Wets in 5 seconds 
Extremely smooth mix 
Appealing color 
Pleasant taste 

Tough 

Withdraws from 
erosions and undercuts 


No fixing 4 
Better model surfaces 7 
Not brittle 


Won't break teeth from 
models 


Cleans easily from 
tray and 


Stable 

Uniform 

Each batch identical 
Economical 


SUPERBLENDED! Chemlastic is pulverized and homogenized to 
produce a superfine, light, fluffy powder which gives you 
faster-mixing, uniformly-fine impression surfaces, matchless 
toughness, elasticity, and greater accuracy! You're in for a 


very rewarding experience when you try KERR Chemlastic. 
ORDER YOURS NOW! 


KERR MANUFACTURING CO., DETROIT 8, MICHIGAN 
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FLY EASTERN to the 95th Annual Convention 


Fly EASTERN Air Lines 


Miami— Nov. 8th through Nov. lith 
AMERICAN DENTAL ASSOCIATION 


With its new fleet of the world’s most advanced airliners, 
Eastern offers the finest in air transportation, Eastern’s 
NEW Great Silver Fleet serves 91 great communities, Your 
local Eastern Air Lines office is booking convention reserva- 
tions now...call and join the group from your city. 

While making your convention reservations why not inquire 
about a side trip to Puerto Rico? This tropical paradise is 
at its finest in autumn. Your Eastern Air Lines office or your 


local travel agent will be happy to give you full details. | 
4th CONFIDENCE 


26 YEARS OF DEPENDABLE AIR TRANSPORTATION 


Its contents give up to 
date and authoritative 
information by dental 
scientists from all parts 
of the world, thus en- 
suring world wide cov- 
erage. Issued quarterly 


Subscription rates: 


Annual Subscription $8.50 (£2.5.0). 10% Reduction to Members of 


Do you read the 


INTERNATIONAL 
DENTAL 
JOURNAL? 


The official organ of the 

Fédération Dentaire Internationale. 
The only truly international 

dental periodical in the world. 


the Fédération Dentaire Internationale. Single Copies $1.70 (£-.12.6) 


For a free introductory copy apply to the publishers 


PUBLISHED BY A. SITHOFF - THE HAGUE - HOLLAND 


FLY- EASTERN AIR LINES = 
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the dentist like the physician ... 
wants optimal results 
from penicillin therapy 


just 1 or 2 Pentids Tablets 
three times daily as 


adjunctive therapy for the 


more common dental infections 


Pentids are particularly effective as adjunctive 
therapy for acute oral Vincent’s disease, pericoronitis, 
alveolitis, dento-alveolar abscess, cellulitis, and 
osteomyelitis. Also for prophylaxis before and after 
extraction and other dental surgery. 


When pre-existing cardiac lesions predispose to 
sub-acute bacterial endocarditis or there is extensive 
tissue trauma, parenteral penicillin should be 

given before or at time of extraction followed 

by Pentids postoperatively. 


Pentids and Pentids-Soluble in bottles of 12 and 100. 


Pentids’ 


Z Squibb 200,000 Unit Penicillin G Potassium Tablets 
B @ 18 A TRADEMARK 
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Something NEW 
is Cooking 


MORE INSURANCE NOW AVAILABLE 


HOW THESE AMOUNTS: 


Thi 
WOULD HELP PAYING 
CASE YOU ARE ACCIDENTA 


Also hospital policies 
for members and their families 


$4,000,000 Assets 
$20,000,000 Claims Paid 


52 YEARS OLD 
Physicians Casualty & Health Ass'‘ns. 
Omaha 2, Nebraska 


Pulp 


U. S. Pat. No. 2,599,445 
CALCIUM HYDROXIDE 
METHYL 
CELLULOSE 
PASTE* 


* Bibliography 
on request 


ROWER DENTAL MFG. CORP. 


Boston 16, SA 


DENTISTS EVERYWHERE 
ARE ENTHUSIASTIC OVER 


THE RADIOSURG 


Indicated in the NEW Science of MOUTH 
RECONSTRUCTION TECHNIQUES 


Indispensable 
as an aid in 
the following 


techniques: 


© Crown and 
Bridge 
© Hydrocolloid 
Periodontia 
© Gingivo- 
plasty 
© Prosthesis 
© Restorative 
Oral Surgery RADIOSURG 
AND 
FOR MANY OTHER APPROACHES DE- 
SIGNED TO FACILITATE YOUR PRACTICE 


COLES CORPORATION 
3212 Market Street 
PHILADELPHIA 4, PA., U.S.A. 
All models displayed at most dental meetings 


Write for detailed description and 
Authoritative Reprints of Techniques 
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FINAL OPPORTUNITY... 


FOR YOU AS A MEMBER IN ACTIVE PRACTICE TO PARTICIPATE IN THE 
ACCIDENT AND HEALTH INSURANCE PROGRAM OF THE AMERICAN 
DENTAL ASSOCIATION 


THE CURRENT ENROLLMENT PERIOD ends September 15, 1954. There may not 
be another open enrollment period for some time to come. After September 15 
only physically acceptable applicants may secure this protection for their families. 


A COMPREHENSIVE SURVEY of dental practice in the United States indicates 
that the vast majority of dentists have made little or no provision for the replacement 
of their income during periods of disability caused by accident or illness. The best 
way to accomplish this purpose is by purchasing accident and health insurance the 
benefits of which equal 80 per cent of the average income. 


REMEMBER that benefits received from accident and health insurance are not 
taxable under present law. 


IF THE APPLICATION FORM already sent you has been discarded, apply for 
additional ones to our insurance administrators—M. A. Gesner, Inc., 150 East 
Superior Street, Chicago 11, Illinois. It is imperative that you file your application 
with the insurance administrator before September 15, 1954. 


This program is being offered in all states and territories with the exception of California, 
Nevada, New Jersey, New York and Utah, where National Casualty Company plans are already 
in existence. 


FOR THOSE OF YOU WHO ARE IN ACTIVE PRACTICE AND WISH TO 
PARTICIPATE IN THE ACCIDENT AND HEALTH INSURANCE PROGRAM 
OF THE AMERICAN DENTAL ASSOCIATION THIS MAY BE YOUR 


..-FINAL OPPORTUNITY 
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SAFE*EFFECTIVE 
GERMICIDAL 


SOLUTION 


* Brand of 
BENZETHONIUM CHLOR 
REFINED 


2 TABLETS” 


dropped in a pint of fresh 
water and stirred, quickly 
disintegrate to produce an 
active 1:1000 germicidal 
solution—A.D.A,. accepted. 


NOTE: Instruments must be washed 
free of pus, bleed, protein ma- 
terial or soap ond immersed for 
15 minutes in the germicidal sol: - 
tion. Instruments suspected of 
conteminotion with spores or 
Mycobacterium Tuberculosis, hinged 
instruments and those with deep 
norrow crevices, os well as hypo- 
dermic needles should be sterilized 
by heot. 


Mid. 


GERMICIDAL* 
TABLETS 


NON-CORROSIVE —No onti-rust 


tablets necessary. 


© TIME-SAVER —No bulky bottles 
of liquid to store or pour. 


e NON-TOXIC, NON-IRRITATING 
—Makes an excellent hand-sanitiz- 
ing rinse for use between patients, 
or for the cleaning and disinfection 
of head-rests, arm-rests, bowls, 
cabinet drawers, etc. 


BOTTLE of 80 TABLETS 


(Equivalent to 5 gal. of solution) $7.50 


by A. J. PARKER CO., Philo., Po. 


elusive Sales Agents in U. S. and Foreign Countries| 
HE J. BIRD MOYER CO., INC. 
17-21 N. Sth Street, Philadelphia 6, Pa. a 
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Announcing... 


THE DENTAL APTITUDE TEST 


for admission to 
1955 Dental School Classes 
will be given on 


OCTOBER 1-2, 1954 


(application must be received by Sept. 17) 


JANUARY 14-15, 1955 


(application must be received by Dec. 29) 


APRIL 29-30, 1955 


(application must be received by Apr. 15) | 


Applicants should contact any of the dental schools 
listed for copies of the brochure, THE 1955 DEN- 
TAL APTITUDE TESTING PROGRAM, and for 
application blanks to take the tests. 


SPONSORED BYSCOUNCIL ON DENTAL EDUCATION OF THE AMERICAN DENTAL ASSOCIATION 
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ALABAMA 


CALIFORNIA 


DIST. OF COLUMBIA 


GEORGIA 


ILLINOIS 


INDIANA 


IOWA 


KENTUCKY 


LOUISIANA 


MARYLAND 


MASSACHUSETTS 


MICHIGAN 


MINNESOTA 


DENTAL SCHOOLS 


School of Dentistry 
University of Alabama 
University Medical Center 
Birmingham 5, Alabama 


School of Dentistry 

College of Physicians and Surgeons 
344 Fourteenth Street 

San Francisco 3, California 


College of Dentistry 
University of California 
The Medical Center NEBRASKA 
San Francisco 22, California 

School of Dentistry 

University of Southern California 

625 W. Ewposition Bivd. 

Los Angeles 7, California 


School of Dentistry 
College of Medical Evangelists 


NEW YORK 
Loma Linda, California 


School of Dentistry 


Georgetown University 
2900 Reservoir Road, N.W 
Washington 7, D. C. 


College of Dentistry 
Howard University 
5th and W. Streets, N.W. 
Washington 1, D.C. 


School of Dentiatry 

mory University 
106 Forrest Avenue, N.E. NORTH CAROLINA 
Atlanta 3, Georgia 
Chicago College of Dental Surgery 
Leyola University 
1757 Weat Harrison Street 
Chicago 12, Illinoia 


The Dental School 
Northwestern University 
311 East Chicago Avenue 
Chicago 11, Illinoia 


OHIO 


OREGON 
College of Dentistry 
University of Illinois 
808 South Wood Street 
Chicago 12, Illinoia 


School of Dentistry 
Indiana University 

1121 West Michigan Street 
Indiana polis 2, Indiana 


PENNSYLVANIA 


College of Dentistry 
The State University of lowa 
lowa City, lowa 


School of Dentistry 
University of Louiaville 
129 East Broadway 
Louisville 2, Kentucky 


School of Dentistry 

Loyola University 

6363 St. Charles Avenue 
New Orleans 15, Louisiana 


Baltimore College of Dental Surgery 
Dental School 

University of Maryland 

42 South Greene Street 

Baltimore 1, Maryland 


Harvard School of Dental Medicine 
25 Shattuck Street 
Boston 15, Massachusetts 


Tufte College Dental School 
136 Harrison Avenue 
Boston 11, Massachusetts 


TENNESSEE 


VIRGINIA 


School of Dentistry 
University of Detroit 

630 East Jefferson Avenue 
Detroit 26, Michigan 


School of Dentist 
of Michigan 
Ann Arbor, Michigan 


WASHINGTON 


WEST VIRGINIA 


School of Dentistry 

University of Minnesota 

Washington Ave. and Union St., 8.2. 
Minneapolis 14, Minnesota 


WISCONSIN 


Kansas City-Western Dental College 
School of Dentistry 

The University of Fiteness City 
Kansas City 6, Missouri 


School of Dentistry 

St. Lowia University 
3556 Caroline Street 
St. Lowia 4, Missouri 


School of Dentistry 
Washington University 
4559 Scott Avenue 

St. Lowia 10, Missouri 


School of Dentistry 

The Creighton University 
26th and California Streets 
Omaha 2, Nebraska 


College of Dentistry 
University of Nebraska 
Lineoin 8, Nebraska 


School of Dental and Oral Surgery 
Columbia University 

630 Weat iéath Street 

New York 32, New York 


College of Dentistry 
New York Univeraty 
209 Eaat tard Street 
New York 10, New York 


School of Dentistry 
University of Busalo 
3435 Main Street 
Buffalo 14, New York 


School of Dentistry 
The University of North Carolina 
Chapel Hill, North Carolina 


College of Dentistry 
The Ohio State University 
Columbus 10, Ohio 


School of Dentistry 
Weatern Reserve University 
Cleveland 6, Ohio 


Dental School 
University of Oregon 
Portland 14, Oregon 


School of Dentiatry 

Temple University 

3223 North Broad Street 
Philadelphia 40, Pennsylvania 


Thomas W. Evans Museum and Dental Institute 
School of Dentistry 
University of Pennsylvania 
4001 Spruce Street 
Philadelphia 4, Pennaylvania 


School of Dentistry 

University of Pittaburgh 
Thackeray and O’ Hara Streeta 
Pitteburgh 13, Pennsylvania 


School of 
Meha Medical College 
Nashville 8, Tennessee 


College of Dentistry 
University of Tennessee 
Memphis 3, Tennessee 


College of Dentistry 
Ba University 
10, Texas 


School of Dentistry 
University of Texas 
Houston 4, Tewas 


School of Dentistry 
Medical College of Virginia 
Richmond 19, Virginia 


School of Dentistry 
University of Washington 
Seattle 5, Washington 


Shoot of 
est Virginia Universi 
Morgantown, West 


Dental School 

Marquette University 

604 North Sixteenth Street 
Milwaukee 8, Wisconsin 
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from Saunders 


Gives You Complete Grasp of Principles 


Shows Exactly 
How to Plan for Successful Partial Dentures 
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Dr. Applegate's New Book Teaches 
You Skilled Procedures in Detail 


Relates Partial Dentures to 
Care of the Whole Mouth 


The purpose of this book is clear-cut. It 
teaches the principles, outlines the plan- 
ning and charts efficient procedure in the 
design and construction of a removable dental 
prosthesis. PARTIAL DENTURE PROS. 
THESIS has been tailored for you from first 
page to last. If you wrote down all the knotty 
problems connected with partial denture pros- 
thesis confronting you in your practice--then 
wrote and illustrated all the solutions to your 
full satisfaction—you would have a book like 
Applegate. 


You will find here the useful result of 12 years 
work by Dr. Applegate—and gain much of the 
benefit of his participation in the important 
work done in Postgraduate Dentistry at the 
University of Michigan. 


The author extensively utilizes a practical 
question and answer technique most helpful 
in understanding these 6 broad areas of cov- 
erage: 


A full description of partial denture units. 


How to make the preliminary examination 
of the mouth. 


How to prepare the mouth for a partial 
denture. 


How to solve the problems of design. 


What the patient should know and how 
to tell him. 


6. Complete and detailed clinical procedure. 


PARTIAL CONTENTS 


Terminology 

Appliance Support 

The Study Cast 

The Occlusal Rest 

The Direct and Indirect Retainer 

The Minor and Major Connector 

Preliminary Examination 

Mouth Preparation 

Class Design—1, TV 

Problems of Design 

Stress Control 

The Functional Impression 

Registration of Occlusal Paths 

Instruction of the Partial Denture 
Patient 


Clinical Procedure in Partial 
Denture Prosthesis 


The Hydrocolloid Impression 
Preparing the Resin Tray 
Preparation for the Casting 
Making the Casting 

Polishing a Casting 

Adjusting the Cast Structure 
The Temporary Wax Base 

The Appliance “Try-in” 
Setting Teeth to a Template 
Attaching Teeth to a Metal Base 
Insertion of the Partial Denture 


By OLIVER C. APPLEGATE, D.D.S., D.D.Se., F.A.C.D. 
Professor of Dentistry, School of Dentistry and W. K. 
Kellogg Foundation Institute: Graduate and Postgraduate 
Dentistry, University of Michigan. 323 pages, 84%” « 11”, 
352 iliustrations (10 in color). $10.00. NEW! 


See wert two pages for additional 
helfjul Cooke and SAUNDERS order form 
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Now! {rom Saunders 


A wondertully complementary pair 


of just published books 
For every practising dentist 


Skinners 


The New (4th) Edition of this authoritative 
work could as well have been called a brand 
new book. Here is a superb up-to-date refer- 
ence on the source, composition, properties 
and methods of handling dental materials for 
both dental restorations and construction of 
orthodontic appliances. The author supplies 
you with information on the latest develop- 
ments in the new synthetic resins, hygro- 
seopie expansion technic, hydrocolloid 
impression materials, chrome dental al- 
loys and applications of gypsum products 
to dental problems. 


Wheelers 


Science of Dental Materials 


Dr. Skinner answers just the sort of questions 
you are likely to ask, such as: What steps 
should be taken to obtain a smooth, hard 
surface on a stone die? How do various 
denture base materials differ in composi- 
tion? How can the dentist tell when to 
stop mixing an amalgam? What are 
the merits of the new acrylic resin ce- 
ments? The solutions to your dental material 
problems are at your fingertips in Skinner. 


By EUGENE W. SKINNER, PH.D., Professor of Physics, 
Northwestern University Dental School. 420 pages, 
6” x 9”, 161 illustrations, $7.50. New (4th) Edition. 


Tooth Form — Drawing and Carving 


For every practising dentist-—dental assistant 
dental hygienist and laboratory technician— 
a really new and practical laboratory manual. 
In this Just-published (2nd) Edition, Dr. 
Wheeler shows you the latest method of tooth 
form carving and drawing and exactly how to 
carry it out. Anyone interested in dental 
anatomy or restorative dentistry should have 
this manual on his desk or laboratory bench. 
Some of the many helpful features: 


Nomenclature of teeth (Palmer notation sys- 
tem). Forty-one pages of meticulous descrip- 
tion and scale drawings of the labial, lingual, 
incisal, mesial and distal aspects of each 
individual tooth form. 


How to draw and carve models to scale. 


How to learn and master the technique o/ 
Plaster Sculpture. 


How to learn and know arrangement of 
teeth and occlusion, 


This manual is so handy you'll probably want 
two copies—one for yourself and another for 
your assistant or perhaps your secretary. 


By RUSSELL C. WHEELER, D.D.S., F.A.C.D., Associate 
Professor of Dental Anatomy, St. Louis University Schoo! 
of Dentistry, 1937-1944; Washington University School of 
Dentistry, 1945-1951. 106 pages with 453 illustrations on 
124 figures. $4.50. New (2nd) Edition. 
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Anchen Oral Surgery 


Here at your fingertips is a magnificent atlas 
of operative technics. On a can’t miss basis 


you are led through each step in exodontia 
and other surgical procedures. The 2015 il- 
lustrations point up the meticulous explana- 


tions on procedure and hardly permit you to 
go astray. Some o/ the subjects you will find 
covered in explicit detail: Extraction of 
Teeth; Use of Elevators in Oral Surgery; 
Impacted Teeth; Oral Surgery for Dental 


Today's most practical and useful guide on 
the selection and administration of dental 
anesthesia, This is an honest appraisal we 
feel you will echo on seeing your copy. Dr. 
Archer has treated his subject clearly and 
exhaustively in a manner most helpful to you. 
Isn't this just the kind of injormation you 
want in a dental anesthesia manual? History 
of Anesthesia; Local Anesthetic Solutions 
(including all the latest agents); Local 
Anesthesia; Anesthesia for Operative Den- 


Orthodontics 


A practical, comprehensive guide in ortho- 
dontics describing specific methods of diag- 
nosis, prognosis and treatment. The author 
shows you: how early treatment can be begun 
in mixed dentition most advantageously; how 
orthodontic force can be applied to a minimum 
number of teeth only to permit the patient's 
natural forces to bring his teeth into normal 


3 more practical books to help you 


Ancherz Dental Anesthesia 


Prosthesis; Oral Infections; Surgical 
Treatment of Oral Cavity Cysts; Cleft 
Lip; Cleft Palate; Fractures of Mandible 
and Maxilla; Treatment of Pain in Oral 
Cavity; Oral Surgery in Hospital. 


By W. HARRY ARCHER, B.S.. M.A... D.D.S., Professor 
of Oral Surgery and Anesthesia, School of Dentistry, 
University of Pittsburgh. 643 pages, 7” x 10”, 2015 
illustrations on 1036 figures. $15.00 


tistry and Root Canal Therapy; Postin- 
jection Complications; Preanesthetic 
Preparation of the Ambulatory Patient; 
Free or Patent Airway, General Anesthesia 
for Oral Surgery in the Office and in the 
Hospital; Analgesia; Complications of 
General Anesthesia; Legal Aspects of An- 
esthesia. 


By W. HARRY ARCHER, D.D.S. 192 pages, 7” « 10”, 
228 illustrations on 146 figures, $5.50. 


positions; how use of occipital force solves 
the problem of control of anchorage; and how 
to determine and achieve the normal dento- 
facial relationship for any one individual. 
Order your copy and make Dr. Fischer's sue- 
cessful methods your methods. 


By BERCU FISCHER, D.D.S., New York City. 354 pages, 
7” 10%, 1180 iustrations on 212 figures. $12.00, 


-----BO day free examination{ 


' 

W. @. Saunders Company, West Washington Sq,., Phila. 5 
; Send for 30-day examination and charge: (} Easy Payment Plan ($3 month) 
Send also: Archer's Oral Surgery $15.00 
() Skinner's Dental Materials $7.50 Archer's Anesthesia $ 5.50 
Wheeler’s Tooth Form $4.50 ([) Fischer's Orthodontics $12.00 
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CONVENTIONERS — fly NATIONAL to MIAMI 
=... 


Luxurious DC-7 Star—Fastest Flights! 


3-4 Hrs. non-stop from New York 
3 Hrs. non-stop from Washington 


HALF-FARE FAMILY PLAN ON MONDAYS, TUESDAYS, WEDNESDAYS 


From the Great Lakes — DC-6 = 
service via National and Capital Airlines. 


From California & Texas — DC-6B Trade- 
winds flights via National, Delta-C&S, Sap 

and American Airlines ...no change ~~ 

of plane. 


After the convention . . . Fly National to fascinating HAVANA! 
= 
“9 $36 round trip, plus tax, from Miami .. . 58 minutes . . . 
DC-6B flights exclusively . . . 3 flights daily. 


See your travel agent or call 


NATIONAL 


AIRLINE OF THE STARS 


S4*NM-3694-5 


GRANT ADV. NAL JOB NO. 87566 AD NO. 54-NM-3694-5 JOURNAL AMER. DENTAL ASSOC. 


Refreshing as a 


breath of Spring— 
MOUTHWASH 


® tastes wonderful . . . no ‘‘medicated"’ flavor 
® really refreshing 

® available at all drug counters 

® ideal at the chair 


HUDSON PRODUCTS - JERSEY CITY 2, N. J. 
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...for patients who 
require supervised treatment 


When the need for more effective interproximal 
hygiene is indicated, the Oral B Stimulator can 
be very helpful. Under the supervision of a den- 
tist, this carefully designed instrument may be 
used in conjunction with periodontal treatment 
as well as for routine daily home care. 

You will notice that tips are of durable Neo- 
prene, a material which is uniformly flexible 
and cannot deteriorate like rubber. Their tri- 
angular shape is also important because it fits 
interproximal spaces more effectively. 

Send for a professional sample of the Oral B 
Stimulator and test it yourself. 


WRITE 
TODAY 


for a supply of convenient pre- 
scription pads prepared for the 


wish to prescribe the Oral B. 


@ rootnsrusnes 
Oral 60 
Oral 

Oral 30 


a, 


ORAL B COMPANY 


448 SO. MARKET ST. 
SAN ‘JOSE, CALIF. 
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Two nationally famous styling engineers have created for 
Pelton a masterpiece ... the New Pelton Light—a master- 
piece in its handsome appearance, easier operation and 
better seeing. Its new floating suspension provides finger-tip 
positioning of color-corrected illumination of the oral cavity 
from any angle. The skillfully balanced arm holds steadily. 
Mounted on wall or any unit, it’s a light you'll be proud to 
own, take comfort in using. 


See the New Pelton Light at your dealer's or write for literature. 


Professional 


THE PELTON & CRANE CO. + DETROIT 2, MICHIGAN 


LIGHT ; 
~ 
A 
ve Beauty... 
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RUBBER TYPE 


COE-FLEX is the most recent and 
revolutionary development of Coe research. This 
elastic synthetic rubber material has many im- 
portant advantages—properties you'll find far be- 
yond any existing today. It “cures” in the mouth, 
possesses an accuracy and dimensionai stability 
unequaled by any hydrocolloid material, and 
is unequaled for impressions for inlays, fixed 
bridges, and partials. Package complete with di- 
rections only $5.00. 3 packages, $4.50 per pkg. 


See comprehensive ar- 
ticle on Coe-Flex by 
W.S. Rice, D.D.S., 

in May 1954 CAL 
Magazine or 

write for details. 


Order from your dealer 


IMPRESSION CREAM 


Advantage 


Accurate to the highest degree 


Completely stable 
dimensionally 


Correctible 
Strong, tough and elastic 
Easy to mix and manipulate 


Can be copper plated or 
silver plated 


Does NOT require fixing 


No storage precautions 
required 


Pouring of casts can be delayed 
No special trays or equipment 


Coe Laboratories, Inc., Chicago 21, lil. 
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Record Book for Dentists 


NOW IS THE TIME to order your Daily 
Log so it will be immediately available for 
1955 appointments. The Daily Log is the 
most practical and easy-to-use financial 
record system yet devised for your profes- 
sion—praised and preferred by dentists for 
over 22 years. 


The Daily Log is simple in design— 
easy to teach a new 
you to organize your practice more effi- 
ciently—helps you keep close check on 
expenses—shows how collections are com- 
ing in—provides a clear-cut summary of 
your year’s business. Recommended by tax 
examiners, approved by dental journals, a 
leader in the field. 


Price: $7.25 Complete 


Satisfaction guaranteed or your 
money back. 


MAIL 
COUPON 
TODAY! 


Colwell Publishing Co. 
262 University Ave., 
Champaign, Illinois 


Please send me 1955 Daily Log for Den- 
tists on approval. Remittance encl 

O Send more complete details along with 
FREE Record Supplies Catalog. 


USIVELY 


AL pnorecrion 


specialized service 
assures “know-how"’ 


maximum 
protection 


Valuable papers, con- 

or da rous drugs... t re at your 
ingsedien, but perfectly concealed and safe 
from outside eyes and fingers. Yes, it’s the 
exclusive Invincible Concealed Safe unit that 
provides convenient security PLUS the utility 
of an attractive, durable Invincible Filing 
Cabinet. 


Choose the Invincible Con- 
cealed Safe Unit in either the 
desk - high, counter-high, or 
stendard four-drower filing 
cabinet. Choice of letter or 
legal size, with or without o 
general lock for file drawers. 
Ask your office furniture 

dealer or write 

INVINCIBLE METAL FURNITURE CO., Manitowoc, Wis. 
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The HORSELESS CARRIAGE ‘and MAGNETIC DENTURES 


are HERE to STAY!!! 


See P M (Prefabricated Magnetic) MAGNETIC TEETH! !!— 
the ONLY MAGNETIC TEETH MADE! (U.S. Patent 2,616,174)— 
At Our Exhibit, A.D.A. Convention in Miami, this November 


See how EASILY successful MODERN MAGNETIC DENTURES are 
built—simply by using PM Teeth as the posteriors! 
®@ Powerful PM Matched Magnets are completely hidden in PM Teeth— 
no metal exposed to mar esthetics, rust or produce metallic taste 
@ PM Teeth available in a wide range of shades and moulds to match 
any case—ingenious arrangement to simplify procedure 


® Specially designed CLOSE BITE PM Teeth minimize need for surgery, 
reduce, often eliminate, tiresome grinding in laboratory 


®@ Thousands of P M Magnetic Dentures HAPPILY in WORLD-WIDE 
USE! (Patents granted or pending many countries ) 


See our ad page A-I7 July J.A.D.A. 


Ask your dealer, your lab, or write 


OVERSEAS SCIENTIFIC CORPORATION 


137 East 57th Street, New York 22, N. Y. 


Plaza 5-8757 


INSIST on P M Teeth—THE ONLY MAGNETIC TEETH MADE! 


LEA & FEBIGER BOOKS 


Visit Us At Booth 124 


Coolidge and Hine—Periodontia. Clinical 
Pathology and Treatment of the Periodontal 
Tissues. By Eocar D. D.D.S., School 
of Dentistry, Loyola University, Chicago; and 
Maynarp K. Hine, D.D.S., Indiana University 
School of Dentistry, Indianapolis. 384 pages, 
424 illus. on 250 figs. and 2 plates in color. 
New 2nd edition. $7.50 

Cabel—American Textbook of Operative 
Dentistry. With Contributions by Eminent 
Authorities. Edited by Artnurn B. Gaset, 
D.D.S., M.A. School of Dentistry, University 
of Pennsylvania, Philadelphia. 626 pages, 422 
illustrations. New 9th edition. $10.00 

Bunting—Oral Hygiene. By Russe W. 
Buntine, D.D.Se., School of Dentistry, Uni- 
versity of Michigan. 283 pages, 204 illustra- 
tions and 1 plate in color. New 2nd edition. 
$5.50 


McBride—Juvenile Dentistry. By Wacrer C. 


McBawe, D.D.S., F.A.C.D., formerly School 
of Dentistry, University of Detroit, Michigan. 
370 pages, 302 illustrations. 5th edition. $7.00 

Bonica—The Management of Pain. By Joun 
J. Bontca, M.D., University of Washington 
Medical School, Seattle. 1533 pages, 7” x 10”, 
785 illustrations on 444 figures and 52 tables. 
New. $20.00 


Washington Square 


Annual Session ® 


Miami, Florida 


Schour—Noyes’ Oral Histology and Embry- 
ology. With Laboratory Directions. By Isaac 
Scuour, B.S., D.D.S., M.S., Ph.D., Se.D., Uni- 
versity of Illinois College of Dentistry. 448 
pages, 512 illustrations on 290 figures and 18 
plates, 9 in color. New 7th edition. $8.00 

Bourgoyne—Oral Cancer. By J. Roy Bown. 
corne, B.S., D.D.S., University of Tennessee 
College of Dentistry; and Contributors. 295 
pages, illustrated. New. $6.50 

Ewing—Fixed Partial Prosthesis. By Josern 
Ewrnc, D.D.S., F.A.C.D., Temple University 
School of Dentistry, Philadelphia, Pa, 240 
pages, 7x10", 140 illustrations. New. Just 
Ready. 

Comroe, Collins and Crane—Internal Med- 
icine in Dental Practice. By the late Ben- 
narp I, Comrog, M.D., University of Pennsyl- 
vania; Leon H. Jn., M.D., University 
of Pennsylvania; and Martin P. Crane, M.D., 
Misericordia Hospital, Philadelphia, Pa. 563 
pages, 86 illustrations and 30 in color on 6 
plates. New 4th edition, $7.50 

Grossman—Dental Formulas. And Aids to 
Denta! Practice. By Lovuts |. Grossman, 
D.D.S., Dr. med. dent., School of Dentistry, 
University of Pennsylvania, Philadelphia. 318 
pages, 25 illustrations, 1 in color. 19 tables. 
$5.00 


LEA & FEBIGER  Philedelphia6, Pennsylvania 
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FORT ERIE, ONT 


Economical? Let us prove it! 


Send for new folder on Williams “6”. Write to Dept. 40 


HAVANA CUBA 


| 
| 
ILLIA MS Con, | 
; Refine | 
BUFFALO 14NY 


HOW SOON SHOULD | TAKE 
MY CHILD TO THE DENTIST? 

WHY SHOULD CAVITIES IN 
“BABY” TEETH BE FILLED? 

WHAT IS A SPACE MAINTAINER? 


These are typical of the scores of questions asked by 
parents in every dental office that are answered clearly 
and authoritatively in “The Care of Children's Teeth 

Questions and Answers”. This is a booklet that 
you'll wunt to give to the young parents in your 
practice. Its use will conserve your time and help to 
drive home the important facts of early and regular 
dental care. Keep a supply handy. 

A free, sample copy will be sent on request. 


Order Department, AMERICAN DENTAL ASSOCIATION 
222 East Superior Street, Chicago 11, Illinois 


Prices for P-15 THE CARE OF CHILDREN’S _— H: 
[} 25 Copies $1.8 
50 Copies $3. 30 
100 Copies $5.45 
lease send remittance with order. 


name 


address 


cily, zone, state 


NOW IS THE TIME 


to order your 


ADA Appointment Book for 1955 
avoid delay or disappointment 


Take full advantage of the patient 
recall feature 


$2.00 per copy 


Order Department, AMERICAN DENTAL ASSOCIATION 
222 East Superior Street, Chicago 11, Illinois 
Please enter my order for copies of (Catalogue No. 


M-2) A.D.A. Appointment Book for 1955 at $2.00 per copy. My 
remittance of $ is enclosed. 


name 


address 


city, zone, state 
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Burton New Radionic HIGH 
FREQUENCY VITALOMETER 


DIRECTLY 10 TOOTH 


Ai 


% New 
owing 


Without Guesswork... Focus Stimulating 
Energy ONLY in Tooth Being Tested! 


Not only has Burton High Frequency Vitalometer ing” aid to dentistry, since it may be attached 
been proved through the test of time to assure easily to ANY MODERN DENTAL UNIT, or it may 
highest degree of accuracy for determining be carried from office to office and on outside 
tooth vitality, but the electric energy does not calls, for widest usefulness. 


have to pass through the doctor's body! For only 


@ No. 205 High F enc 
Burton has the “Capacity Tube" with exclusive 


dean fan Vitalometer Set,......... Only $75.00 
closed” circuit for direct focusing of the energy . 
in the tooth being tested . . . and the new 255 $15.00 
“Indicator Tube" that assures “to the eye” that or your present Vitalometer, . . 
Ray the energy is flowing to the tooth being tested. @ No, 287 Complete oe Set, 
Now ... no dentist need be without this with Vistemeter, $87.50 
dependably accurate, safe, sure, “non-shock- SEE THEM AT YOUR DEALER 


“99 TIMES OUT OF 100...HIGH FREQUENCY 
VITALOMETER GIVES 0.54 SAME READINGS!” 


FRE E: Send for copy of report reprinted from “Oral 
: Surgery, Oral Medicine & 


19207 WEST PICO BOULEVARD 
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ENERGY 
Determine Tooth Vitality | 
? MANUFACTURING COMP 
LOS ANGELES 64, CALIF. 


UNION BROACH 
TEST HANDLES 
FILES and REAMERS 


THE TEST HANDLE 

. . is @ small and convenient adjustable 
handle, fitted with a scale. It can be adjusted 
with ease and rapidity to the exact length 
required. The scale makes it possible to vary 
the length even by fractions of a millimeter. 
Even in the case of drastic filling of the 
nerve canal, it is impossible to drive the drill 
too deep since it is brought to a halt through 
the contact between the shoulders of the 
Test-Handle and the top of the tooth. 


= 


PRICES: 


6 Files or Reamers per pkg. Sizes 1, 2, 3, 4, 
5, 6 or 1-6 asst'd. Files also available in sizes 
00 and 0. 

Adjustable up to 28 mm x 

6 Test Handles, Numbered 1-6... .$5.00 pkg. 
Kit No. 2 containing each size Reamers and 

Files, plus 12 Handles, $35.50 value. 
SPECIAL $25. 


NOW AVAILABLE 


OSTBY'S 
Kloroperka N-O Powder 


KLOROPERKA N-O POWDER is a aon-re- 
sorbable, neutre!l root filling material 
which sticks to the root canal walls even 
if they are moist. When used together 
with gutta-percha points it has, experi- 
mentally, given better results than any 
other root filling material heretofore 
tried. 

KLOROPERKA N-O POWDER may also be 
used for temporary fastening crowns, 
facings and for similar purposes. 

$5.50 per Bottle 


OSTBY'S 
RUBBER DAM FRAME 


each - $2.50 


Write for Literature and Complete Price List 
of all Root Canal Instruments. 


UNION BROACH CO., INC. 
37 W. 20th St. New York 11, 


Test it yourself 


-at our expense! 


H. B. WIGGIN'S SONS CO. 
Bloomfield, N. J. | 
Please send free sample of 

Crover Lear XX Impression Plaster | 
Wintergreen ——Unflavored 

Dr 
Address 

City State | 
My supply house is. 


Send for free sample .. . 
prove to yourself the 
su 


IMPRESSION 
PLASTER 


Green Clover Leaf XX Plaster 
with Wintergreen flavor 


White Clover Leaf XX un- 
flavored 


Tested and established in dental 
practice over 30 years. Test for 
yourself, at our expense, the triple- 
action dependability of fine-grained 
Clover Leaf Impression Plaster: (1) 
Faithful reproduction of the finest 
details of tooth and tissue. (2) 
Rapid, accurate set. (3) Breaks 
with a clean fracture. 
HARDITE MODEL 

Holds case to unchanging dimension 
regardless of curing temperature. 
Consistent uniformity assures posi- 
tive reproduction, perfect fit and 
articulation. 


ALSO: Standard Set Plaster; Hard Plaster; 
Vulcanizing Stone; Flasking Compound. 


H. B. WIGGIN'S SONS CO. 
Bloomfield, N. J. 
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TOOTHBRUSHING 


A leaflet presenting 
authentic information on 
toothbrushing. Illustrations 
show a proper toothbrushing 
method. The following 
questions are answered: 


© Why should I brush my teeth? 

© When should I brush my teeth? 

© How should I brush my teeth? 

© What type of toothbrush should 
use? 


© What dentifrice should I use? 
© What mouthwash should I use? 


use this order blank 


AMERICAN DENTAL ASSOCIATION 


Order Dept. 222 E. Superior St, Chicage 11, Hi. 


Prices for G4, TOOTHBRUSHING 
26 Copies 46 
40 Copies. . 965 
C) 100 Copies $1.70 
Please send remittance with order 


name 
address 


OOOO 


DENTISTS... 
be seated 


Don't Be Fooled 
Be Sure It's A 
SWIVLSTOOL 


No wheels, cogs, chains or springs to impede 
mobility. Should the doctor wish to leave the 
chair, he can do so with confidence knowing 
the SWIVLSTOOL will remain in operating 
position. 

The double swivel action of SWIVLSTOOL 
provides flexibility that permits the operator 
to move from one position to another by the 
natural movement of the body. 

It is so flexible, so easy and readily adapted 
to practically every conceivable operating 
position, that the SWIVLSTOOL in effect, be- 
comes a part of the operator. The SWIVL- 
STOOL is readily adjustable to fit you regard- 
less of your height. 

There is no installation problem with SWIVL- 
STOOL, it simply slips under your chair. 
The SWIVLSTOOL has every advantage, 
bringing you greater comfort during every 
operating hour, conserving your energy, con- 
tributing to your efficiency, and making long 
hard days easier. 


There is only one SWIVLSTOOL 
Ask your dealer about it. 


THE CARL H. FUNK COMPANY 


WARSAW, INDIANA 
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Twenty years is not a long time. Yet, since 
1934 Ticonium has consistently been first 
with new developments, products and tech- 

TI-LECTRO POLISHER niques — all aimed at producing better 
dentistry. 


There are many new Ticonium develop- 
ments in your future! For “What's New” in 
dental prosthetics — look to Ticonium. 


_TICONIUM. 


No, Pear! St., Albany 1, N.Y. 


ine grain 


nlay accuracy 


j-lectro polished 
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THE 19TH EDITION... 


DO YOU KNOW: 

Suitable conditions for disinfec- 
tion of instruments? 

Dental status of antibiotics and 
other anti-infectives? 

Agencies responsible for drug 

standards? 

Accepted commercial 
products? 

Mechanics of prescrip- 
tion writing? 


References to products 
not included in A.D.R.? 

Provisions for accept- 

ance of products? 


This information appears in ACCEPTED DENTAL 
REMEDIES 


Available NOW at Only *2°° 


ORDER DEPARTMENT, AMERICAN DENTAL ASSOCIATION 
222 E. Superior St., Chicago 11, Illinois 


() Please enter my order for... copies of (Catalogue No. P-1) Accepted Dental 
Remedies, 1954 edition at $2.00 per copy. My remittance of $....... 


C) Please notify me by mail each year when Accepted Dental Remedies is available. 
| understand there is no charge for this service. 


} 

\954 

J 
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WELCOME TO HAVANA 


Members of the American Dental Association 


ATTEND THE IV CUBAN DENTAL CONVENTION 
Havana, Cuba—November |2 to 16, 1954 


immediately after the American Dental Association's meeting in Miami. Official pack 
age tour specially organized by the 
CUBAN DENTAL ASSOCIATION 
SPECIAL RATES PER PERSON 


TOUR No.1. (4 DAYS AND 3 NIGHTS) 


Hotels Nacional or Comodoro Hotels Sevilla or President 
Room with meals without meals with meals without meals 


Double (each person) $123.00 $ 93.00 . $89.00 
Single $130.00 $100.00 $93.00 


TOUR No.2. (3 DAYS AND 2 NIGHTS) 
Double (each person) $108.00 $ 88.00 ; $85.00 
Single $113.00 $ 93.00 : $88.00 
TOURS INCLUDE: 
Round trip air transportation from Miami; first class hotel accommodations; sightseeing tours of 
old and new Havana; Morro Castle and night life spots; attendance at Cuban Dental Association 
ala dinner at Tropicana Night Club, Nov. 14; attendance at scientific and sociel program of 
uban Dental Convention; and all taxes. 


FOR INFORMATION AND RESERVATION WRITE TO: 
DEPOSIT Dr. Antonio Montero Sanchez, Secretary 
$20.00 IV Cuban Dental Convention 
Colegio Estomatologico Nacional, Calle L. #353. Vedado, Havana, CUBA 


| FLY TO HAVANA BY LUXURIOUS CONSTELLATIONS VIA CUBANA DE AVIACION | 


ORALINE 


MOUTH WASH claw eprer 


Contains8 oz Mokes 


bottl honi 
Many dentists prefer Ora- 
line Mouth Wash because 

it's non-astringent in ac- : now! 
tion, contains no metallic — Order ORALINE 
salts, is delightfully fla- ey from your Sales- 


vored. Patients like it! man in the HANDY 
PROFESSIONAL 


The $. 8. White Dental Mfg. Co. 


pact, non-break- 

211 So. 12th St., Phila. 5, Pa. able. Easy opera- 

FREE Prescription-Blank Pads. 
Write on Professional Letterhead — 


4 
4 
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CLASSIFIED 
ADVERTISING 


Forms close on 25th 
of second month preceding month of issue 


Remittance Must Accompany 
Classified Ads. 


PRACTICES AND OFFICES FOR SALE 
AND RENT 


IDAHO—For rent, dental office, centrally 

located, ground floor. Excellent oppor- 
Population about 7,000, trading area 
20,000, Located in Burley, Idaho. Mrs. C. W 
Kaar, Darley, Idaho. 


ILLINOIS—For rent or long term lease. New 
Bungalow, two-chair office, located down- 
town. City of 25,000 in north central Illinois 
Established practice of 19 years. Good in- 
dustrial and farming area with hunting and 
fishing. Called into service. References re- 
quested, Address A.D.A. Box No. 629 


IND'‘ANA—For rent, two-chair office, effi- 
cient and attractive. Air-conditioners left 
or removed at option of renter. Must be seen 
to be appreciated. City of 18,000 population 
$55 per pense. Address A.D.A. Box No. 707 


MICHIGAN—For sale. Two-chair, well-es 
tablished practice in Ypsilanti, (six miles 

from University of Michigan). Leaving to 

Contact A. J. Rondon, 2: 
ashington 8t., Ypsilanti, Mich. 


MISSOURI Dental practice and 
equipment, because of death. Operating 
room, G.B. Victor x-ray. esir- 
able location. iss Winifred Genelle De- 
Jarnatt, 217 8. Alle n St., Centralia, Mo 


NEW YORK—For sale. Completely equipped 

operatin room, large laboratory, dark- 
room, business office and waiting room, 
tastefully furnished. Equipment new 1950. 
Located in beautiful New York state town 
Private schools, college in vicinity. Some 
school work goes with practice. Practice 
will gross $20,000 easily. Terms. Address 
A.D.A. Box No. 705. 


NEW YORK For sale. Fully equipped den- 

tal office and brick home on 50’ x 100° plot 
in Brooklyn. Unopposed in community of 
more than 200 one-family homes. More 
building going on. Price $21,000. Address 
A.D.A,. Box No. 706. 


OHI1O—For sale, reasonable. Active 
over 35 years. Industrial town 
Draws from large farm and mining area. 
Two operating rooms, large laboratory, low 
overhead. Dr. Clara Leon, Woolworth Bidg., 

Ohio. 


OHIO—For sale, general practice, modern 
two-chair, air-conditioned office, located 

in a fine town of 6,000 in northern Ohio. 

yeovins to specialize. Address A.D.A. Box 
0. ‘ 


TEXAS—For sale. Lease on dental suite 

(ground floor), now occupied by an MD 
and DDS. We have had 1% years of very 
successful practice and are now moving to 
new clinic. Garland is growing at 150 fam- 
ilies per month. Lease is &9 er month. 
Contact Rodney Sellers, Jr., DDS, 2539 Gar- 
one, Ave. Garland, Texas. Phone Garland 


-For sale 


ractice 
35,000. 


Classified advertising rates ave as follows: 

30 words or less—per insertion. 

Additional! words, each 

Answers sent c/o American Dental 

Association no extra charge 

Replies to A.D.A. box number ads should be ad 
dressed to — 

American Dental! Association 

222 E. Superior Street 

Chicago, Ill. 


WISCONSIN—For sale. Dental office and 
active practice in prosperous community, 
28 miles from Milwaukee. Office with resi- 
dence combination, low overhead. Owner 
specializing. Address A.D.A. Box No. 726. 


WISCONSIN—For sale. General practice, 

modern, air-conditioned office in city of 
over 100,000 population. Excellent location 
Address A.D.A. Box No. 710 


LOCATIONS AVAILABLE 


CALIFORNIA—-New Medico-Dental Bldg.— 
suites. Located 30 minutes from San Fran- 
ciseo in heart of marvelous Marin county, 
center of over 100,000 population. One-half 
building leased by MD's and one ortho- 
dontist. tucker, for dentist. Reasonable 
rent Tucker, Box 31, Ross, Calif 


MINNESOTA-— 
in town of 


-Unopposed dental practice 

1,000. Dentist to share office 

with M.D. in new clinic building. Wonder- 

ful area for recreation, fishing, hunting 

one golfing. CC. L. Roholt, M.D., McIntosh, 
nn. 


NEW Office space available in new 

medical group center to be erected on 
Queens Boulevard, in excellent Long Island 
business area, at subway station, at a trans- 
portation hub. Extremely well suited for 
dental offices. Exceptional Wrartenity to 
develop a practice. fill build to 
specifications. ddress A.D.A. Box No. 709. 


OPPORTUNITIES AVAILABLE 


CALIFORNIA—Wanted dentist, California 

licensed. Progressive community 15,000, 
practice assured. Architect-designed dental 
suite available. Address A.D.A. Box No. 638. 


ILLINOIS—Wanted as an associate, young 
dentist trained or interested in exodontia 
and general anesthesia. Illinois license es- 
sential. Address A.D.A. Box No. 727 


ILLINOIS— Wanted dentist, recent graduate, 

to associate with busy practitioner. Ap- 
plicant must be exceptional operator. Refer- 
ences will be rigidly investigated. Dr. Al- 
bert Robin, 7211 Artesian Ave., Chicago 29, 
Ill. Phone Hilltop 565-1343. 


MASSACHUSETTS 

young dentist interested 
Full-time position as director 
clinic in new community Public Health 
Center in Brookline, Mass., with teaching 
affiliation at large eastern dental college. 
Salary uo 000 per annum. Address A.D.A. 
Box No. 718. 


in pedodontia. 
of dental 


MASSACHUSETTS— Wanted 
orthodontic course to associate with or- 
thodontist in Massachusetts. Address A.D.A. 


graduate of 


Box No. 717 
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MISSISSIPPI—Dental hygienist wanted to 

replace hygienist who is to marry in the 
near future. Modern office, town of 10,000, 
trade population of 70,000. Salary and com- 
mission, no experience necessary. Dental 
hygiene duties only; excellent dental hy- 
giene ractice established. Dr. Jack E. Tin- 
all (Emory University, School of Dentistry 
Box 445, Brookhaven, Miss. 


NEW JERSEY—near Newark. Young man 

with experience in pedodontia or ortho- 

dontia to work two or three days a week in 

modern office. Address A.D.A. Box No. 719. 


NEW YORK-—Medical group, 16 members, 
needs second young general dentist with 
completed military service. Interviews fol- 
lowing receipt of detailed resumé of educa- 
tion and experience. Mt. Kisco Medical 
Group, Mt. Kiseo, N. Y. 


NORTH DAKOTA—Wanted dentist at Pow- 

ers Lake, N. D., town of 800 population, 

with two physicians, Near oil fields of North 

Dakota, Previous dentist did $16,000 a year 

Robert Goodman, M.D., Powers Lake, N. D. 


OKLAHOMA—Above average income for 

experienced hygienist New bungalow 
office. Dr. Paul Whitman, Manhattan ag. 
Muskogee, Okla. Telephone Murray 2-6841. 


OPPORTUNITIES WANTED 
Dentists 


Dentist desires good location in Illinois or 
Wisconsin. Interested in new location or 
established practice. Discharged from Army 
in July. Graduate of illinois 1952. Address 
A.D.A. Box No. 729. 


Dentist wishes academic appointment with 
crown and bridge department. Extensive 
experience general practice, slides. notes, 
demonstration material available. Address 
A.D.A. Box No. 722 


Dentist, New York, trained in oral surgery 

and anesthesia, 1949 graduate, completing 
service, wishes to associate and purchase 
home-office general active practice or asso- 
ciate in a cooperative clinic, or associate 
for future partnership. Address A.D.A. Box 
No. 721. 


Young dentist, veteran, interested in pur- 
chase of active practice or association 
leading to purchase or good location any- 
where. Six years’ experience in private 
practice and crown and bridge specialty. 
Address A.D.A. Box No. 712. 


Dentist, veteran, available November, in- 
terested in purchase or association lead- 
ing to purchase of active practice or good 
location anywhere in New York state. Six 
years’ experience, good operator. Address 
A.D.A. Box No. 713. 


Dentist wishes to become associated with 
the dental department of an industrial 
organization. Extensive experience in gen- 
eral practice. Licensed in New York, New 
Jersey and Pennsylvania. Available im- 
mediately. Address A.D.A. Box No. 


Have been successfully practicing for 32 

years in one community. Wish to take it 
easier from now on. Am looking to purchase 
fully or partially going practice in small 
city within 200 miles of New York City, 
mountain or lake region preferred. Address 
A.D.A. Box No. 724. 
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Dentist, 1951 graduate, desires partnership 

or purchase of established practice in 
Long Island or Westchester county, New 
York. Service discharge January 16, 1955 
Address A.D.A. Box No. 725. 


Dentist, licensed New York state, desires 

university teaching assiguament within 
the limits of United States. Thirty-five years 
in general practice, predominantly in pros- 
thodontics. Have had teaching experience 
Address A.D.A. Box No. 699 


Anesthesiologist-D.D.8., 2 years’ residency, 
anesthesiology in approved training cen- 
ter in midwest. Desires association with 
oral surgeons or clinic group. Willin to 
take Boards. Address A.D.A. Box No. 7 


Pennsylvania or Connecticut—Oral surgeon 

with 3 years’ postgraduate training, in- 
cluding general anesthesia and two years’ 
Army experience, desires to associate with 
oral surgeon or group practice. Address 
A.D.A. Box No. 708. 


Dentist, age 30, 1951 graduate, military 

obligation completed, desires full time 
work in full denture prosthodontics. Will 
consider residency, teaching position, asso 
ciation with prosthodontist, etc. Address 
A.D.A,. Box No. 716. 


Dentist, licensed in California, age 33, de- 

sires association or other opportunity 
with active dental office in California, Has 
postgraduate training in crown and bridge, 
prosthodontics, endodontics, periodontics 
and oral rehabilitation. Address A.D.A. Box 
No. 715. 


Qualified recent graduate desires associa- 
tion with well-established dentist with 
view of later purchase. Desires Rochester, 
N. Y. or vicinity. General practice preferred 
Address A.D.A. Box No. 728 


Dentist, Ohio license, veteran, age 30, in- 

terested in obtaining location, association, 
or purchase of practice anywhere in Ohio 
Address A.D.A. Box No. 714 


WANTED TO BUY 


Ol4 er used dental books or journals. Leo 

L. Bruder, 1 DeKalb Ave., Dept. 21, Brook- 
lyn, N. Y. Dealer in out-of-print dental 
literature. 


Used Ritter motor chair and cabinet not 

over five years old, in good condition, 
cream white, coral or reen. Reasonable 
Address A.D.A. Box No. FO. 


8. 8. White motor chair, Master Unit, Ameri- 

can Cabinet, G.E. x-ray, McKesson gas 
machine, in cream color. Dr. J. L. Fechtner, 
225 N. Martine Ave., Fanwood, N 


FOR SALE 


Ritter chair, Trident unit, American up- 
right cabinet, Fischer x-ray and miscel- 
laneous instruments. $800 Squipment 206 
years old, in ood condition r dD. B 
eClung, 2841 Washington Bivd., Hunting- 
ton, West Va. 
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SOLID 
BRONZE 
NAME 
SIGNS 


Cast, raised letters, drilled, with screws 
3” x 12” — $10.80 3” x 14” — $12.60 3” x 16” — $14.40 
4” x 14” — $16.80 4” x 16” — $19.20 4” x 18” — $21.60 
5” x 16” — $24.00 5” x 18” — $27.00 5” x 20” — $30.00 
6” x 18” — $32.40 6” x 20” — $36.00 6” x 25” — $45.00 
Other sizes 30c per square inch. Signs with wording on both sides 45c per square inch. 
COLLECT PLEASE SEND CHECK WITH ORDER 
LAUER METAL SHOP e@ 1516 E. Baltimore Street © Baltimore 31, Md. 


The CROWNRING Warmwater CUSPIDOR 
forced its way to the fore in many parts of the world. 
Pedestal or chair type. dental colors. 


Ask for literature from the maker: 
R. FROESCHKE & CO. Since 1895 
BERLIN+sNeukdlin 1 US+Sector 


or the importers: 
Crownring Dental Mfg. Co. 41Union Square New York 
Bowls and spareparts available in New York 


Q For 26 years, the trade mark Histacotint has symbolized 
“Stationary America’s largest printer for Doctors exclusively, 
PRINTING 


: Histacount stands for highest quality at low prices, — 
Deer's’ RECORDS with an unconditional money-back guarantee, 
"BOOKKEEPING SYSTEMS 


4 So remember Histacount—the Doctor's prime Source 
eS aud SUPPLIES for printing, patients’ records and office supplies. 


a Free _samples or catalogue gladly sent on re 


PROFESSIONAL: PRIN ING COMPANY, INC, 
OBC athe “NEW HYDE PARK NEW YORK © 


AMERICA'S LARGEST PRINTERS TO THE PROFESSIONS 
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ue ctor, is on the next page 


The finest, fastest laboratory work 
in America, at savings up to 3070! 


At Warren Laboratories you get the kind of work you'd be willing 
to pay a premium for—yet you pay 30% less! 


Your cases are completed precisely the way you order them! They’re 
returned to you promptly! You pay laboratory fees that allow you the 
profit you deserve. 


These are the three points upon which Warren Laboratories has 
been built over a period of 20 years! Our modern, spacious laboratories 
are staffed with the most competent, most widely experienced technicians 
: : in the dental profession. This means perfection in every case we handle! 


NORE 


Our Research and Control divisions are constantly working to develop 
new and better techniques like our BICAST to bring you the finest 
prosthetic service at what we honestly believe to be the lowest fees 
anywhere for comparable work. 


Whatever your laboratory needs, doctor, from simple metal skeletons 
to precision crown and inlay work, give us a test case and see what 
the ultimate in fine laboratory technique and service is. Remember, you 
save up to 30%! 


WARR 


Horseshoe partial with 

plastic attachments 

Again you save at Warren! Where 
your case calls for an upper plastic 
partial with bent wire clasps, 
Warren suggests the cast horseshoe 
skeleton plus two clasps, posterior 
teeth and plastic saddies— 
complete, for no more than you’d 
pay elsewhere for an ordinary 
plastic partial. 


| | 


All-metal Lingual Bar 

with additional units 

You save 30% on Warren’s all 
metal lower with tube teeth and 
facings. Precision crafted of 
“Warrenium,” guaranteed to meet 
your specifications. 


Fixed Bridgework 
Warren craftsmen are completely 
experienced in all phases of tooth 
anatomy, abutment and pontic 
construction—have thorough 
knowledge of construction of 
embrasures and allowing precise 
tissue tolerance. Warren Fixed 
Bridgework is a work of art. 


Lingual Bar with posterior 
teeth and plastic saddles 
Another instance of better work at 
less cost! Where you'd normally 

use an all-plastic partial with bent 
wire clasps, Warren offers this 
lingual bar with plastic saddles, and 
any type posterior teeth—complete, 
a far superior case that doesn’t 

cost you a penny more. 
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Horseshoe with 
anterior teeth 


In all BICAST cases you get the 
added bonus of cast gold clasps for 
the same price you’d normally 

pay for all-metal or skeleton cases 
and 30% less than all-metal or 
skeleton gold castings. 


BICA 


Palatal bar with circular 
bar with additional units 


Pay no more for this patented gold 
and chrome case than you'd 
normally pay for an all-metal 
partial made of nationally-advertised 
chrome cobalt alloy. Get the 
rigidity of the chrome base plus the 
resiliency of gold clasps at 30% 

less than the cost of an all-gold 
casting, whether it be all 

metal or skeleton. 


LABORATORIES 
214 W. Monument Street Baltimore 1, Maryland 


: 

ee For complete laboratory service by experts 


Would you let another Doctor 
use this needle on you? 


Only when you see the needle come 
out of an autoclave would you give 
a positive yes. 

You are cautious because you've 
seen the literature from Boston, New 
York, Rome, and Germany’ that tells 
of cross-infection by improperly steri- 
lized needles. 

Unlike boiling, which only gets the 
easy ones, Speed-Clave sterilization 
kills spore-bearing bacilli— prevents 


the spread of infectious hepatitis . . . 
gives your practice sure protection 
against cross-infection. 

And it’s priced so you can afford it 
only $208? for Castle’s new “777” 
Speed-Clave! 

This office autoclave is fully auto- 
matic, fast, compact and lightweight. 
Phone your Castle dealer for a demon- 
stration .. . or write direct. 


Bibliography on request 
2 and upwards to $211 according to zone 


LIGHTS AND STERILIZERS 
WILMOT CASTLE CO. + 1104 UNIVERSITY AVE. * ROCHESTER 7,N. Y. 
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DENTISTS...METALLURGISTS... CHEMISTS... 


THESE MEN COMBINE THEIR EFFORTS 
WITH FINER 
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ENGINEERS...AND TECHNICIANS... 


TO PROVIDE You 
RESTORATIONS... V itallium’ 


Each Vitallium denture you prescribe for the satisfaction 
of your patients is an achievement of 25 years of research, 
invention and progressive development, combining the 
training and talents of metallurgists, chemists, engineers 
and dentists, as well as the technicians in your Vitallium 
laboratory. Each step along the way from formulation of 
the alloy, through testing, certification, designing, casting 
and finishing is under the control of skilled men who know 
the exacting standards which have brought world-wide 
acceptance for Vitallium. Meeting these standards is their 
constant goal and your assurance that all Vitallium restora- 
tions will be of uniform high quality, a credit to your practice, 
and slip into place at the chair with little or no adjustment. 


PRESCRIBE FROM YOUR 
VITALLIUM LABORATORY 


LABORATORIES, INC. 


224 EAST 39th STREET 5932 WENTWORTH AVENUE 
NEW YORK 16, NEW YORK CHICAGO 21, ILLINOIS 
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...tailored to the needs of the 


HUNGRY TEENS! 


Ws 


*Based on menu typical of American food 
; provides ail National Research 


owhieti 


The presence of this seal 
indicates that all nutrition 
statements in the advertise- 
Cie ment have been found ac- 
E, ceptable by the Council on 
Foods and Nutrition of the 
American Medical Associa- 
tion. 


Just giving the hungry teen-ager 
enough food to satisfy his or her 
appetite won’t necessarily satisfy 
nutritional needs as well—the 
diet must supply all the nutrients 
required for this period of rapid 
development. 

Greater independence in choice 
of foods begins at this age. Emo- 
tional changes occur. Physical 
growth is rapid, and activity is 
intensified. Faulty food fads and 
poor eating habits should be 
guarded against. 

Physical growth of the adoles- 
cent means rapid growth of the 
long bones with greatly increased 
storage of calcium and other min- 
erals.. The amount of protein 
deposited in muscle and other 
soft tissues is also increased. 

Growth always requires energy, 
most economically supplied by 
fat and carbohydrate. Minerals 
and vitamins are essential to the 
utilization of energy and to the 
growth processes. For instance, 
thiamine is essential to metabo- 
lism of carbohydrates. . . vitamin 
D is essential to normal calcifica- 
tion of bone. 

The chart shows how the pro- 
tective foods can be combined to 
meet the nutritional needs of 
teen-age growth. Dairy foods are 
our best source of calcium and 
riboflavin . .. provide generous 
quantities of high quality protein 
...contribute fat and carbo- 
hydrate in a form not available 
from other foods... supply im- 
portant quantities of pre-formed 
vitamin A and of thiamine . . . and 
other essential nutrients as well. 

One to one and one-half quarts 
of milk, or its equivalent in other 
dairy foods—cheese, ice cream and 
butter—are recommended for in- 
clusion in the daily diet of the 
rapidly growing teen-ager. 
‘Stearns, G. The human requirement 
of calcium, phosphorus, and magne- 
sium. J. Am. Med. Assn. 142:478 
(Feb.) 1950. 


NATIONAL DAIRY COUNCIL 


111 NORTH CANAL STREET * CHICAGO 6, ILLINOIS 


Since 1915 ... the National Dairy Council, a non-profit organization, has been devoted to 
nutrition research and education to extend the use of dairy products. 
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GIVE YOUR PATIENT 
FASTER PAIN RELIEF with BUFFERIN 


Levels ofter ingestion of Aspirin 
and Bufferin 


| 


mINUTES 20 jo 


Relieve the pain attending dental treatment—whether extrac- 
tion or cavity preparation—by recommending BUFFERIN. This 
antacid analgesic acts twice as fast as aspirin. In ten minutes 
after taking BUFFERIN the blood salicylate levels are higher 
than those attained with aspirin in twice the time. 

Gastric distress is almost unknown when BUFFERIN is 
taken, even in large doses, for BUFFERIN is antacid. 

Your patients will appreciate 
BUFFERIN’s prompt antacid 
analgesic action. 


BUFFERIN. 


Acts Twice as Fast as Aspirin 


Does Not Upset the Stomach 


EACH BUFFERIN TABLET con- 
tains 5 grains of acetylsalicylic acid, 
together with optimum amounts of 
the antacids aluminum glycinate and 
magnesium carbonate. 
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Restorations like this 


RESTORE CONFIDENCE 
RESIN FILLINGS 


Restored with Kadon, 
Mesial Class Il: brush-on technic 
Distal Class TIT: bulk placement with matrix 


Upper right lateral, mesial and distal Class Ills. 


New clinical evidence suggests a thorough re-evaluation of the 
Kapon filling. With new technics and with products improved by | 
Caulk for this field of dentistry, you can be completely confident 


of enduring results. 


Write for natural color reproductions of restorations made with 
this proved combination: 


Caulk Cavity Primer to make the cavity chemically 
receptive to KADON; 


Brush-on Technic to assure tightest possible adaptation ; 


Color fast to assure a lifelike color match for 
year after year, regardless of age or 
exposure to light. 


G 
For modern materials call on Caulk 
Milford, Delaware 


| 
2, 
4 
| 
| 
| 
3 
J 


Hail this coupon for your supply of professional samples 


Dr 


PLEASE PRINT 

Address. 
City State 

CO-RE-GA CHEMICAL CO. * 76 Mill Read, Jersey City 6, N. J. 

DEPT. 24.) 
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EXPERIENCE THE 


Cart Dillingham 
18 years 


Warren Hammond 
36 years 


Lou Andreatta 
12 years 


that eemes with 


Experience, the extra ingredient in every 
pennyweight of Ney gold, comes to you 
without extra cost whenever you purchase 
Ney products. 

It's available to you in the gold itself 
...and when you consult a Ney Technical 


Representative, when you read one of the 


Ken Kennedy 
42 years 


Athol Dickson € 
18 years A 
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PRICELESS “EXTRA” 
every NEW preduet 


outstanding Ney books, or when you con- 
sult our home office on special problems. 

The 16 men named on this map, 
serving Ney customers throughout the na- 
tion, represent 436 years of dental experi- 
ence — a unique record offering a unique 


value to Ney customers. 


HOME OFFICE 


Dick Coleman 
\ Research - 35 yrs. 


John McKay 
Technical - 32 yrs. 
Roy Wain 
Sales Manager - 29 yrs. 


) Howard Eldridge 
28 years 


Bernie Scullin A Harry Gower 
~ 20 years 25 years 
Jock Neil Swanson 
10 years Scott Alban years 
46 years 


€ Ted Jewett 
34 years 


Dave Pauley 
41 years 


\ 
\ 


\ 
Since 18612 
THE J. M. NEY COMPANY 


71 Elm Street, Hartford 1, Connecticut 
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Stop Burning 
the 
Midnight Oil, 
Doctor! 


Find out how Reserve Plan Can 
Minimize Your “Collection Worries” 


How many hours have you spent this month on credit 
accounts? It takes study to keep up with new develop- 
ments in your profession. And you shouldn't be wor- 
ried by slow accounts and patients’ financing 
problems. If you are not using this superior plan 
for the benefit and convenience of you and your 
patients, write us today. 


TRADE MAREK 
922 Walnut Street Kansas City 6, Missouri 
For complete information, mail this coupon TODAY! 


Reserve Plan, Inc. 
Suite 1020, 922 Walnut Street, Kansas City 6, Missouri 


Please send me, without obligation, information on your plan for buying 
monthly payment notes given for dental care. 


CITY 
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Here’s every quality you want 
in a durable, dependable mo- 
terial for anterior and poste- 
rior fillings and for the resto- 
ration of broken down molars 
and bicuspids. Complies with 
A.D.A. Specification #9. 
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BUSCH BURS * HORICO DIAMOND ABRASIVES * AJUSTO HAND PIECES * STAINLESS INSTRUMENTS 


Depth 
WITHOUT 
Danger 


@ More than half a million people 
visit magnificent Grand Canyon 
annually . . . to view what has 
been described as “ten million 
years of creation seen in 1/10 
second’s glance!” Many thousands 
make the exciting trip into the 
canyon ... a full mile straight 
down to the seething Colorado 
River . . . along a precipitous, but 
safe trail blasted into sheer cliffs 
of multi-colored rock — 

Depth Without Danger. 


Monocaine 
24 


THE Safety First 


LOCAL ANESTHETIC 


@ Safe, potent Monocaine 2ME 
transports your patients into the 
blessed realm of freedom from 
pain and is indicated for cases that 
are difficult to anesthetize with 
other solutions. It produces 
anesthesia as profound as 4% 
procaine but is less toxic. Its action 
is gentle; free from untoward 
reactions. 

Use Monocaine 2ME, the local 
anesthetic that always provides 


Depth Without Danger. 


NOVOCOL CHEMICAL MFG. CO., INC. 
BROOKLYN 7, N. Y. 
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Obtain or Prescribe Dentisiry’s Most Lifelike Teeth At we 


4h The right size — flat-trimmed, 
one inch head. The right texture— 
soft-yet-firm, multiple bristle. And 
the right quality—made by Pro- 
phy-lac-tic! 

The PRO “59” Child's Size pro- 

z vides safe, deeper cleaning! The 

hon finer bristles reach even tiny cracks. 

| They afford more efficient polish- 

ing action, too. 

These softer, finer, gentler bris- 
tles won't hurt tender gums. Bristles 
are firmly anchored, won't come 
out in the mouth. Your young pa- 
tients can safely use this fine qual- 
ity brush. 

For correct size, for deeper 
cleaning, for safe texture—it's the 
PRO “59” Child's Size. We hope 
you'll recommend it to your patients. 


PRO-PHY-LAC-TIC BRUSH COMPANY 
Division of The Lambert Company, Florence, Mass. 


A 
right for your young patients... 
A 
d 
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A few tme-tesied aide forthe ceria! den. 


@ FLECK’S CEMENT 


@ TAGGART’S (BLUE) FLEXO AND CONICAL NEEDLES 
INLAY CASTING WAX 


CAMTOL GORGE, 
New York Offies: 


YORK 
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THOUSANDS OF 7“ 


ARE MAKING DENTAL 
PRACTICE EASIER 


_ Dentists from coast to coast have 
‘»- enthusiastically accepted the all- 
new Ritter Instru-Matic Unit. 


One of the greatest modern day 


advances in dental equipment, 
this Ritter Instru-Matic Unit 
makes patient treatment easier. 

- Dental skills reach maximum 


“'* effectiveness with the help of the 


all-new Ritter Instru-Matic Unit. 


| ‘EXCLUSIVE AUTOMATIC SOLENOID CUP FILLER 


One of the many outstanding features of the Ritter Instru- 
Matic Unit is the automatic cup filler. Cup fills automatically, 
shutting off when two-thirds full. Cup refills to same level 
after patient uses it... saving time and eliminating detail to 
make the dentist’s day easier. Water is controlled by a positive 
acting solenoid valve. For more features of the all-new Ritter 
Instru-Matic Unit, ask your Ritter dealer, or write The Ritter 
Company Inc., Ritter Park, Rochester 3, New York. 


Ritter 
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ounce of CRESILVER 
with every 5 ounces you buy 7 


PLEASE PRINT OR Crescent DENTAL MANUFACTURING CO. 


WRITE PLAINLY 1839 South Pulaski Road, Chicago 23, Illinois 


* Send at once, delivery charges prepaid, 5 ounces of Cresilver, plus an extra 
ounce for trial. 
( Charge thru dealer. DOCTOR _ 
(0 Enclosed find check or 
money order for $11.50. 
(C0 Send C.O.D. for $11.50. 
In any_case, please be sure 
to give dealer's name. 


This offer can be made 


MY DEALER IS. 


Want to SAVE MONEY on alloy? Fill in re 
the coupon and mail today. You'll get 6 “ 
ounces of Cresilver for the price of 5 ounces— _ 

You buy this that’s 1 ounce without cost to you. IF you've never tried 
Cresilver before, you can test the superiority of the alloy 


with the highest practical (742%) 
silver content at NO risk to you. You get 


Simply use the | ounce bottle, make 
any test or comparison you like— 
and if for any reason whatsoever 
you don’t find Cresilver entirely 
satisfactory, return only the un- 
opened 5 ounce bottle and we will 
refund your money, or cancel the 
charge if ordered thru a dealer! Of 
course, if you're a Cresilver user 
now and want to increase your 
saving, order 10, 15, 20 ounces or 
more and we will send you 1 ounce 
for every 5 ounces you buy! 


Mail the coupon today and we will also Ne 
include, at NO cost to you, 4% dozen 
Crescent Improved Polishing Brushes and 
a package of Crescent Amalgam Polish. 


without 
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Collet closes over taper 
+++ Prevents point 
from pulling 

out. 


Key on 
scaler fits in slot 
«++ Prevents point 
from turning. 


| 


2 6 7 8 


Points shown actual size . . . finest 
tempered tungsten alloy steel. 


New MORSE HANDLE! 


You'll like the new thin handle of stainless 


Steel, same size and shape as conventional 
Acaler handle . . . new mechanical lock that 
Sprevents point from turning or pulling out. 


You can insert a new, sharp scaler in this 


$) chuck-type handle as quick and easy as chang- 


ing a bur in your om pee only 1/5 the 
cost of a new long-handled scaler. Order today 
from your dealer. 
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PORCELAIN RESTORATIONS 


Have Set a New Standard of Excellence 
by which Porcelain Work Must be Judged 


*TESTING LABORATORY 
REPORT ON NU-DENT 
VACUUM-FIRED PORCELAIN 
Nu-Dent Vocuum-Fired Porcelain, 
compared to conventionally fired 

porcelain is 
48.8% Stronger 
(impoct Test) 

29.2% Stronger 
(Compressive Test) 
2.25% Harder; .64% Denser 
Full Report on request. 


if considering other “Vacuum- 

Fired" Porcelain Restorations, in- 

sist on getting — 

1—A Testing Laboratory Report 
on their Strength, Hardness 
and Density. 

2—The degree of vacuum in 
which fired. 

3~A Guarantee to match the 
shade you specify. 


U-DENT Vacuum-Fired Porcelain Restorations, 

when introduced 4 years ago, were a proven 
product — backed by years of research and clinical 
testing and their superior physical properties attested 
by a Recognized Testing Laboratory. 


Today, discriminating dentists from coast to coast 
hail them as the Most Revolutionary Advance in 
Dental Ceramics in 50 Years, because — 
*1—Nu-Dent Vacuum-Fired Porcelain is so hard and 
dense, so free from pits, pores and bubbles that, 
if ground, it can be repolished to @ high glaze with 
fine pumice and a felt wheel. 
*2—Nvu-Dent Vacuum-Fired Porcelain is very strong. 
3—Nu-Dent Vocuum-Fired Porcelain is vibrantly bril- 
lient and translucent. 
4—Nu-Dent Vacuum-Fired Porcelain Restorations will 
Match Any Specified Shade. 
Two factors make these claims possible — 
1—Nu-Dent's Patented Process of Firing in a High 


Vacuum (635 mm. or 25 in. mercury) in Nu-Dent's 
Patented High Vacuum Furnaces. 


2—Nu-Dent's Specially Compounded High Vacuum FPir- 
ing “Prisma” Porcelain. Non-vacuum porcelains ore 
not shade-trve under high vacuum firing. 


Still Better, Play Safe! Send the Case to NU-DENT! 
SEND TO NEARER STUDIO———> 


139 So. Beverly Drive 220 West 42nd St. 


(0 Send me Free Prepaid Mailing Labels; Boxes; Lit- 


erature; Catalogue and Price List. 


BEVERLY HILLS, CAL. NEW YORK 36, N. Y. 


CRestview 5-8717 LAckawanna 


BRadshaw 2-185! 4-3591-2-3-4-5-6 


See Our Exhibit of Vacuum-Fired Porcelain Restorations 
at the A.D.A. Meeting in Miami, Fla 


my 
A-73 
% 
* 
ees 
ay 
4 
| 
: 
SAL 
3 
4 


from the sea 


a supremely accurate 
material for full 


denture impressions 


f D. Ome 
‘a be 


tge 
THREE-IN-ONE CREAM 
Exclusive D-P Marine Laboratory Research 
enables D-P to control the entire manufactur- 
ing process of its impression materials, all the 


way from the basic ingredient (algae) to the 
finished product. 


Exclusive research and constant controls give 
D-P Three-In-One Cream ADVANTAGES NOT 
FOUND IN ANY OTHER MATERIAL. 


Ask your Dental Dealer for a 
Package TODAY 


dental 
perfection co. 


543 West Arden Ave. 
Glendale 3, Calif. 
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T were’s a new synonym for sweet- 


ness: Sucaryi. You can safely recom- 
When SUGAR mend it to your special-diet patients. 


They'll revel in its wholesome flavor: 


must come out ee a sweetness with no overtones of 


bitterness —a sweetness that remains 


put SWE ETN ESS unchanged in any food at any cook- 


ing temperature. Simply suggest 


non-caloric SuCARYL 
back in 


all pharmacies. 


SUCARYL 


(Cyclamate, Abbott) 


the NEW non-caloric sweetener 
IN TABLETS, POWDER AND SOLUTION, 


SODIUM AND CALCIUM FORM 
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. Over 50 years 
still one of the finest 
toothpowders 


Accepted by the Council on Dental Therapeutics 
of the American Dental Association 
as Sodium Bicarbonate U.S.P. 


Church Duight Go, Ine. 


70 Pine Street New York 5, N.Y. 


BUSINESS ESTABLISHED IN 1846 


— 
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A Jectron denture will not 
shrink, warp or water-swell. It is 
the only denture that is permanently 
form-stable. That’s why Jectron 
dentures fit so much better...so much 
longer...than any other. And that’s 
why thousands of doctors now 
prescribe Jectron exclusively for their 


denture patients. 


Start your investigation of Jectron—the polystyrene denture—by sending for the 
new, authoritative booklet ‘‘Jectron—key to a more successful denture service." 
Just write ‘‘Jectron booklet’ on your card or letterhead and mail to Jectron 
Company, 1009 Jackson Street, Toledo 1, Ohio. 
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Easy Mounting... Permanent. . . 


TIME and MONEY! 


f —_ , No longer need you be “iron bound” to old-style 
as 4 y : single purpose dental x-ray film mounts. Now Getz 
; i j offers the new one piece, all plastic, dual purpose 
TENAMOUNT film mount that serves ideally also as a 
processing hanger. It is unaffected by developing or 
fixing solutions. Won't break, crack or burn. TENAMOUNT'S 
Loa exclusive open window affords an unobstructed view 
su Sth! : of the entire radiograph. From exposure through 
AON ITs processing, and to filing, films are touched ONLY ONCE, 
: saving precious time and avoiding damage. Available 
in all sizes and in all styles and numbers of openings 
+++ all at money saving prices. 


Other TENAMOUNT FILM MOUNT features 


Mounting from front... films lock in position . .. perfect masking 
with opaque crea around film for maximum contrast... easy 
identification with pencil or ballpoint pen . . . full mouth mount fits 
file without folding ... no staples . . . each film nested to prevent 
scratching .. . indicating dot on films always visible. 


26 Order from Your Dealer 


THE WILLIAM GETZ CORPORATION 


7512 GREENWOOD AVE. CHICAGO 19, ILLINOIS 


BE SURE TO VISIT OUR BOOTH AT THE A.D.A. SESSION IN MIAMI 
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JELENKO 
FRACTURE SPLINTS 


Patented 
Keep a Few Sets on Handl 


Every maxillary or mandibular fracture 
case is an emergency—no time to call 
your dealer. That's why so many den- 
tists, hospitals, first aid clinics keep 
Jelenko Fracture Splints on hand. 
Proven by 20 years’ use. 


FEATURES 


Ready-Made—Ready 
for Instant Use. 


EASILY APPLIED 
(See Illustrations) 


EASILY ADJUSTED 
EASILY REMOVED 


SAFE 
As jaws are immobilized 
by rubber bands, patient 
can gain freedom in case 
of navsea or coughing 
by slipping off bonds. 
Each set includes 2 
Arches, ligature Wire, 
Elastic Bands. 
PRICE PER SET 
18 Kt. Cased Gold 
$15.00 
Special Nickel Silver 
Clinic Unit 
$9.00 
From Your Dealer 
Write for booklet 
describing complete 
technic 


J. F. JELENKO & CO., INC. 


Dental Golds and Specialties 
136 West 52nd St.. New York 19, USA. 


for 
caries-active 
patients 


forescribe 


NON=CARIOGENIC 


Sugarless 


Sold through drug, department and 
health food stores. Samples and liter- 
ature on request. Please give drug- 
gist's name, address. 

AMUROL PRODUCTS COMPANY 
116 S. MICHIGAN AVE., CHICAGO 3, ILL. 


Comparative Effects of Suger Gum and 
Amurol Gum on pH of Salive 


' 


5 ‘ 5 6 ? 

| 


DECALCIFICATION BEGINS AT pH 5.3 


(Tusk In HOURS) 24 


As shown above, pH of caries-active saliva remains 
in alkaline zone for hours with AMUROL SUGAR- 
LESS GUM, whereas with sugar gum the pH drops 


to the acid level under the some 
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VACUDENT 


JPERMANENT INSTALLATION 


%e Can be mounted on wall...does not occupy 
giny floor space. 

% Motor can be installed in laboratory, dark 

room or basement. 


% Waste water drains into cuspidor bowl or 
through floor into plumbing. 


% One power unit can serve two operatories. 


Typical permanent wall in- 
stallation in two operatories. 
Power unit located under 
bench in laboratory. 


Speed ...Comfort... Health... Economy 


The amazing new “Hydro-flo” technique results in 
better dentistry ...faster, and with a more comfortable 
and healthful operation for both patient and dentist. 
Ask your salesman for literature. 


DISTRIBUTED EXCLUSIVELY BY 


DENSCO 


200 SANTA FE DRIVE © DENVER, COLORADO 


Trade Mork Reg U 5 Pot Off 
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LONG WORKING TIME 
FREEDOM FROM SPRINGINESS 
PROMPT GELLING 
NO OBJECTIONABLE CRUST ON GEL 
LIFELIKE APPEARANCE WITH MOTTLED TEXTURE 
TISSUE TOLERANCE 
HARD, LUSTROUS SURFACE 

DIMENSIONAL STABILITY 


N OW. ..another advance 


to help in constructing 


better dentures 


WITH 


NON-CRAZING LIQUID 


(CROSS-LINKED) 


To the list of desirable properties that have made Lucitone 
the acrylic of choice in prosthetic dentistry, Caulk now has 
added still another. Lucitone liquid purchased today (in fact, 
all liquid produced since February 1, 1954) is non-crazing. 


This development removes another restriction in processing. 
Thus. it gives technicians an opportunity to do even better work 
in providing the finest dentures possible. In ordering dentures 
from your daboratory, specify Lucitone. 


© HUE-LON LIQUID, too, is now non-crazing (cross-linked) 


For modern materials call on 


Caulk Milford, Delaware 
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Johnnie will certainly lose his self-confi- 
dence — and much more — if his balancing 
act gets out of balance. 

And, novice denture patients can lose 
their self-confidence too, if you don’t take 
practical steps to protect them against the 
“accidents” that so often occur during the 
adaptation period with any new denture. 

Wernet’s Powder can give them just 
that extra degree of retention and stability 
that may change annoyingly “difficult” pa- 
tients to really “successful” ones—particu- 
larly in the presence of anatomical or 
psychological difficulties. They’ll gain not 
only self-confidence, but comfort, too—for 
the soft, resilient cushion provided by 
Wernet’s Powder eases the unaccustomed 
pressure on tender tissues. 


WERNET DENTAL MFG. CO., INC., JERSEY CITY 2, N.J. 
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~ WERNET DENTAL LORE 


Serremper, 1954 


Paul Revere, who carned tame for his historic might 
ride, participated in the frst recorded identification of a 
body by desttal evidence in this country. When Dr. Joseph 
Warren, @ Revolutionary leader, fell in battle, he was 
buried with three others in a common grave. A year later, 
the canmunity wished to honor him, but identification 
scemed impossible. Revere came to the rescue, He was 
able to identify the remains unmistakably by a bictspid 
he had once eairacted as well as by an artificial dental 
appitanee he had made for the doctor. 


The importance of normal dentition for good speect 
is not entirely a moder couception. In 1725, Johann 
Adolph Gowitz, while discouraging the use of prosthetic 
apphanees where only a few natural teeth were lost, urged 
their employment in more severe cases, “to avoid defective 

Japanese publications on dental problems go back 
slnost three thousand years ~ the oldest known having 
been published in 892 B.C. under the title “Ishinho’ 
written by Tambu, 


in 16 (the year incidentally in which the New York 
College @f Dentistry was founded i: New York City), a 
Varisian “pefesser” still sevieusly taught chat huwan 
charactek @ould be ascertained with certainty from the 
position @f the teeth. According t his theories; tecth 
which stand vertically in good order are a sign of orderti 
ness aid maguanimity; teeth which deviate from the regu 
lar position and approach the lips inclicate a passion for 
imitation aad aneckery; teeth which tend backward toward 
the palate indieate the instinct and ixspulse 10 do wrong: 
broad and round teeth are found in men whe are brave 
and sincere; long, pointed teeth whic’ stand far apart are 
a sign Of vulgarity anal baseness. 


In ancient times, India recorded extraordinary insight 
into dental problems —the Sanskrit Ayur-Veda (one of 
the Hindu Vedas of the period 3000-4000 B.C.) carrying 
a good description Of the anatomy of the wourth, its path 
ology, and its treatment and hegienic care. loday, 
provides from its magnificent forest areas the gum Karaya 
which is used as the base of Wernet's Powder. 


FREE PROFESSIONAL SAMPLES 


WERNET DENTAL MFG. CO., INC., Jersey City 2, N. J. 


Please send me professional samples of 
Wernet’s Powder. Dept. 


(Please Print) 


Zone State 
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_, has proved its claims during four years of 
a clinical yse in yhousands of American dental offices: 
© coLor ST ABILITY 
@ NON-RRIT ATING 


INDEX TO ADVERTISEMENTS 


September 1954 


Abbott Laboratories 
American Dental Association 
1954 Accepted Dental Remedics 
1955 Appointment Book 
Care of Children’s Teeth ........... 
Dental Aptitude Test......... 
A-17 
Hotel Reservation 
Application 
Miami in 1954 
Toothbrushing Pamphlet 
Ash, Sons & Co., Claudius 
Astra Pharmaceutical Products, Inc... 
Austenal Laboratories, Inc.. .A-56, A-57, A-67 


++ -A-19, A-20, A-21 


Rater & Ge, A-11 
Burton Manufacturing Co. .... 

Butler Co., The John O. ....... 


Castle Co., Wilmot . 
Caulk Co., L. D. 
Church & Dwight Co., Inc. . 
Classified Advertising 
Coe Laboratories, Inc. 
Coles Corporation 
Columbus Dental Mfg. Co. . 
Colwell Publishing Co. ....... 
Connecticut Mutual Life Incurnace 

A-8 
Cook-Waite Laboratories, Inc. ...A-80, A-81 
Corega Chemical Co. 
Crescent Dental Mfg. Co. ..........00: A-71 
Crownring Dental Mfg. Co. ........... A-54 
IV Cuban Dental Convention 


Densco, Inc. 
Dental Perfection Co. A-74 
Dentists’ Supply Co. of 

New York, The 2nd Cover, 4th Cover 
Du Pont de Nemours & Co., Inc., E. I... A-13 


Eastern Air Lines 

A-30 
Gomco Surgical Mfg. Corp. ........... A-12 


Handy & Harman 
Hudson Products 


International Dental Journal .......... A-27 
Invincible Metal Furniture Co. ........ A-42 


Jelenko & Co., J. F. ..... 
Johnson & Johnson 


Kerr Manufacturing Co. . 


Lea & Febiger 
Lederle Laboratories 


National Air Lines 

National Dairy Council 

Ney Co., The J. M A-62, A-63 
Novocol Chemical Mfg. Co., Inc. ..... .A-66 
Nu-Dent Porcelain Studio, Inc. . . A-73 


Odontographic Mfg. Co. A-9 
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.A-39 
Overseas Scientific Jorp. 


Physicians Casualty & Health Assn..... .A-29 
Professional Printing Co. .............A-54 
Pro-phy-lac-tic Brush Co. . re 


Ransom & Randolph Co., The ........A-72 
Rinn X-Ray Products, Inc 

Rower Dental Mfg. Corp. . . -A-29 


Saunders Co., W. B.. .A-34, A-35, Bebe, A-37 
Sharp & Dohme impede . A-18 
Squibb & Sons, E. R.., Division of 

Mathieson Chemical A-28 


Ticonium 


Toledo Dental Products Co., The . 
Union Broach Co., Inc. . 


Warren Laboratories A-54 Insert 

Wernet Dental Mfg. Co., Inc. ....A-84, A-85 

White Dental Mfg. Co., 
The S. S. 

Wiggin’s Sons Co., H. B. 

Williams Gold Refining Co., ‘Inc. 
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TRUBYTE BIOFORM® TEETH 
THE FIRST VACUUM FIRED PORCELAIN TEETH 

“... Reproduce the Lifelike and Beautiful Qualities of Healthy Natural Teeth 
and 


TRUBYTE® DENTURE VENEERS 


... Reproduce the Natural Color of the Living Tissue 
and the Anatomy of Natural Gum Contours 


Never before has it been possible to produce so lifelike, so beautiful, so 
natural looking dentures—and by such simple and easy to use methods! 


Now, for the first time, you can offer all your denture patients a com- 
pletely new concept of denture service—the modern esthetic denture 
with faithful reproduction of anatomy and amazingly lifelike simulation 
of natural tissue color, plus the inherent advantages of the beautiful 
forms, natural shades and greater strength of Trubyte Bioform Teeth. 


Ask your Trubyte Dealer or Dental Laboratory to show you the new 
Trubyte Bioform Veneer Denture and make your own comparison test! 


THE DENTISTS’ SUPPLY COMPANY OF N.Y. 


York, Pennsylvania 
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